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HE  designs  shown  in  this  book  have  been  produced  after  many  years  of  experience 
in  the  manufacture  and  erection  of  metal  ceilings. 

Each  plate,  piece  of  molding  or  cornice,  down  to  the  smallest  fitting,  is  produced 
with  the  finished  ceiling  in  mind.  The  various  units  are  carefully  embossed  and 
resquared,  and  every  other  detail  in  the  process  of  manufacturing  is  given  most  careful 
attention,  making  the  parts  fit  together  perfectly  and  quickly. 

There  are  no  raw  edges  or  gaping  seams;  no  poor  embossing;  no  dissatisfaction,  when 
WHEELING  CEILINGS  are  used. 

The  kind  manufactured  by 


Wheeling  Corrugating  Company 

Wheeli}JgW.Ya, 


Branch  Offices  and  Stores: 


NEW  YORK 
CHICAGO  . 
PHILADELPHIA 
ST.  LOUIS 
CHATTANOOGA 


16  Desbrosses  Street 
168-172  North  Clinton  Street 
402-4©6  Race  Street 
1®06-191©  Spruce  Street 
Market  and  King  Streets 


AVERY  LIBRARY, 
COLUMBIA  UNIVERSITY, 


Instructions  For  Applying 


FURRING  FOR  FLAT  PLATES  AND  SHALLOW  PANELS 


TRIKE  chalk  lines  the  length  of  the  room  at  distances  indicated  on  the  working  draw- 
ing so  that  they  coincide  with  the  center  lines  of  the  nailing  beads  on  the  plates. 
On  these  lines,  nail  x iRf-inch  furring  strips.  Between  these  strips  and  across 
the  room,  nail  “headers”  or  cross  strips  at  distances  from  center  to  center  equal 
to  the  distances  between  centers  of  the  nailing  beads  of  the  plates  as  indicated  on 
the  working  drawing.  Nail  strips  in  angle  of  ceiling  and  wall  and  at  a distance  from  the  wall 
equal  to  the  projection  of  the  cornice  to  receive  the  cornice  brackets.  Bring  the  strips  to  a 
uniform  depth  by  driving  wedges  between  the  strips  and  the  old  ceiling  or  joists,  otherwise  the 
ceiling  will  present  an- uneven  appearance  when  completed. 

Flat  plates  and  raised  panels  may  be  applied  to  sheathing,  in  which  case  no  furring  strips 
will  be  required,  but  the  sheathing  should  be  level. 


SINGLE  FURIUNG 


FURRING  FOR  DEEP  PANELS 

Nail  furring  strips  the  length  of  the  room,  as  for  flat  plates,  carefully  leveling  them  with  wedges.  Then  nail  other  strips  at  right  angles 
on  top  of  these,  at  distances  from  center  to  center  equal  to  the  distances  between  centers  of  the  nailing  beads  of  the  panels,  as  shown  on  the  working 
drawing.  Nail  “headers”  or  cross  strips  at  right  angles  to  the  last  strips  and  on  top  of  the  first  strips  applied.  This  will  bring  all  strips  to  the  same 
level.  To  bring  the  cornice  to  the  level  of  the  ceiling  nail  one  strip  on  top  of  another  in  the  angle  between  the  ceiling  and  the  wall,  and  at  distance 
from  the  wall  equal  to  the  projection  of  the  cornice. 


APPLYING  THE  CEILING 

Apply  the  different  members  of  the  ceiling  in  the  following  order:  Field,  Filler,  Mold 
or  Border,  Cornice. 

Beginning  at  one  comer  apply  the  ceiling  plates  across  and  along  the  room,  keeping 
the  lapping  edges  running  from  the  light.  Each  piece  should  be  carefully  lapped  so  the  beads 
will  be  straight  and  true.  The  plates  should  be  nailed  at  6-inch  intervals  with  one-inch 
wire  nails,  with  small  heads.  The  filler  plate  is  lapped  under  the  members  on  either  side  of  it. 

When  stamped  cornice  mitres  are  used  they  should  be  fitted  into  the  corners  of  the 
room  before  applying  the  cornice. 

Close  or  “swedge”  with  a small  dull  tool  any  joints  which  may  not  have  lapped  tightly, 
owing  to  the  lapping  beads  having  been  bent  or  flattened  in  applying. 

The  list  prices  in  this  catalogue  are  for  the  plates,  moldings,  etc.,  given  one  coat  of 
white  paint  on  both  sides  before  shipping  and  include  regular  brackets  and  nails  for  applying. 

FURRING  STRIPS  ARE  EXTRA  AND  WILL  NOT  BE  SHIPPED  UNLESS  ORDERED 
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WORltitfG  PLANS 


MOWING  the  arrangement  of  material  shipped,  are  furnished  in  all  cases  where 
diagrams  of  the  rooms  to  be  ceiled  are  given  us,  and  detailed  drawings  showing  the 
method  of  applying  are  made.  If  a diagram  of  the  room  to  be  ceiled  is  furnished, 
with  the  distances  from  point  to  point,  and  the  size  and  shape  of  all  offsets,  open- 
ings and  irregularities  indicated,  we  will  be  able  to  make  more  intelligent  estimates,  and  if  desired 
submit,  free  of  charge,  a design  for  the  approval  of  the  customer. 

In  all  cases  inform  us  of  the  height  of  the  room  and  the  distance  from  the  window  and 
door  casings  to  the  ceiling,  so  that  a cornice  of  suitable  depth  may  be  selected. 

The  diagrams  on  the  next  two  pages  indicate  the  measurements  and  information  we  should 
have  to  enable  us  to  make  intelligent  estimates  and  to  avoid  shortages  and  errors  in  shipments. 

More  satisfactory  results  will  be  obtained  if  some  choice  of  design  is  indicated  when 
inquiry  is  made.  However,  if  customer  expresses  no  preference,  we  will  prepare  an  artistic 
arrangement  of  plates  suitable  for  the  shape  of  the  room  and  the  purpose  for  which  it  is  to  be  used. 

When  desired,  we  will  furnish  experienced  men  to  erect  the  material,  charging  for  their 
time,  transportation  and  board. 

Wheeling  Corrugating  Company. 

Branch  Offices  and  Stores: 

NEW  YORK 16  Desbrosses  Street 

CHICAGO  . . . 168-172  North  Clinton  Street 

PHILADELPHIA  ....  492-406  Race  Street 

ST  LOUIS 1006-1010  Spruce  Street 

CHATTANOOGA  . Market  and  King  Streets 


WHEEtlfkW.VA. 


JWERY  UBRRRY;  v 
COLUMBIA  UNIVERSITY. 


Wheeling  CElLlfe- Measurement  Diagram 


TOR  WHAT  PURPOSE  IS  THE  ZOOM  TO  BE  USED  ?. 

/s  /T HE IV.  OLD  OP  REMODELED  3U/LD/H6  £ 

ORE  THE  CEILINGS  AND  WALLS  PLASTERED  £ 

WAT  DEPTH  OP  CORNICE  OR  HAIL  E/N/SH  MAY  BE  USED’. 

tVHAT/5  HE/6HT  OE  STORY EROM  CEILING  TO  ELOOR  ?. 

/E  CENTERS  ARE  DESIRED,  GLUE  NUMBER  AND  LOCATION. 

G/yf  SELECTION  OR  ERE  TERENCE  OE  DE5/6H  WANTED. 

MAKE  DIAGRAM  AND  6!/E  MEASUREMENTS  AS /ND/CATED  ON  TW 5 ONE 


HIS  NOT  ADVISABLE  TO  CE/L  EXPOSED  PLACES,  JfUCH  AS  VEST! DOLES. 
9ALCOH/ES  AMO  MARCHES.  WCTM  METAL  CE/L /NOS,  UNLESS  THE 
SPACES  ARE  T/RST  SHEATHED  SOL/0  W/TH  OOARQS  AMO  COVER- 
ED V//TH  3U/LO/HO  EAPERJ  TO  TRE  KENT  THE  META/.  PROM 
SWEATING TH/S  /S  OAC/SEO  Hr  THE  UHEQHAL  TEMP- 

ERATURE OP  THE  EHCLOSEO  A/R,  ABOVE  CEDING  AND 
THE  OUT  S/OE  A/R.. 
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AND  OPR/R  VEST/HUIES  ? 


Wheeling  Ceilings  - Measurement  Diagram 


DIAGRAM  /HD/CAT/NG  MEASURE-  T 
MINTS  SHOULD  BE  TORN/SHED  TO  I 
ENABLE  NS  70  MANE  ACCURATE 
ESTIMATES  AND  TOE/U  ORDERS 
PROPERLY.  ^ 

ANY  OTHER  OPEN/NGS  OR  OFF- 
SETS THAN  THOSE  /ND/CATEO  ^ 

ON  TH/S  DIAGRAM,  SHOULD  BE  f 
SHOWN,  GIVING  THE/R  SIZES  I 
AND  LOCATION. 

/T  SHOULD  ALSO  BE  STATED  I 
WHETHER  ELEVATOR  OPENINGS  J_ 

AND  STAIRWAYS  ARE  OPEN  OR 
ENCLOSED.  /F  CENTERS  FOR  GAS 

OR  ELECTRIC  LIGHT  ARE  REQD/RED,  L 

G/VE  LOC AT/ON. 
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IF  THERE  ARE  ANY  CORNERS  /N  THE  ROOM 
THAT  ARE  NOT  SQUARE , THE  ANGLE  MAY 
BE  CORRECTLY  /ND/CATEO  BY  THE  S/HPLE 
METHOD  SHOWN  /N  F/GURE  R. 

Measure  an  equal  o/stance  alone 

EACH  WALL  - JO.  J2  OR  ANY  NUMBER 
—f. — t °E  R£ET (YHE  GREA  TER  THE  O/S  TANCE 
x N THE  SETTER)  ANO  THEN  G/YE 
\TH£  LENGTH  OR  A STRA/ONT 

•\  LINE  CONNECTING  THESE 

r J polntSj  to  the  fract/on 

j OH  AH  INCH. 

FIC.2  X\ 
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:t  op  ^00H. 


,ERMS  Thirty  days  net  cash,  or  two  per  cent,  discount  from  net  amount  of  bill  for 

payments  made  within  ten  days  from  date  of  invoice.  No  discount  allowed  after 
ten  days. 

Bdls  not  paid  at  maturity  are  subject  to  sight  draft  with  exchange  and  cost 
of  collection  without  further  notice. 

Orders  from  patrons  about  whom  we  have  no  satisfactory  information,  and  who  do  not  send 
references,  will  be  shipped  to  our  order;  and  draft,  with  bill  of  lading  attached,  will  be  sent  to  the 
customer’s  local  hank  for  collection. 

Delays  will  he  avoided  if  references  are  furnished  when  inquiry  is  made. 

Claims  for  errors  should  be  made  upon  receipt  of  goods.  AH  shipments  should  be  checked 
upon  arrival  and  errors  reported  immediately. 


If  goods  are  shipped  according  to  order  they  must  not  be  returned  without  our  consent  If 
shipment  is  damaged  in  being  returned,  credit  will  not  be  allowed  to  a greater  amount  than  its  value 
when  received  by  us. 

An  invoice  and  bill  of  lading  should  be  forwarded  when  goods  are  returned. 
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CHURCH  OF  THE  ASSUMPTION 


CHURCH  OF  SS.  PETER  AND  PAUL 

An  Excellent  Example  of  the  Effectiveness  of  Our  Deep  Paneled  Metal  Ceilings 


x 


ROCHESTER,  N.  Y. 


k 


WESLEY  M.  E.  CHURCH 


WHEELING,  W.  VA. 


A Good  Example  of  Heavily  Embossed  Metal  Ceiling  in  a Large,  Plain  Auditorium.  This  Ceiling  is  Artistically  Decorated 

and  Presents  a Beautiful  Appearance 


XI 
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STATE  BANK  OF  ELM  GROVE 


A Metal  Ceiling  Composed  of  Deep  Panels  is  Specially  Suitable  for  a Banking  Room 


ELM  GROVE,  VV.  VA. 


THE  BETTES  PHARMACY 
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JACKSONVILLE,  FLA. 


Wheeling  Metal  Ceilings  are  in  Harmony  with  the  Most  Expensive  Furnishings 


xiv 


OFFICE,  WHEELING  CORRUGATING  COMPANY 

Ceiling,  Walls,  Beams  and  Columns  Covered  with  Our  Metal  Ceiling  and  Wall  Designs 


ST.  LOUIS,  MO. 
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A.  O.  U.  W.  LODGE  HALL 


WHEELING,  W.  VA. 


Showing  an  Appropriate  Panel  Design  for  Auditoriums,  Club  Rooms,  Lodge  Halls,  Gymnasiums,  Ball  Rooms,  Etc 


XVII 


SALVATION  ARMY  CITADEL 


Wheeling  Metal  Ceilings  are  Adapted  to  Use  in  All  Kinds  and  Sizes  of  Buildings 
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H.  L.  BLAYNEY  DRUG  STORE 


ELM  GROVE,  W.  VA. 


Attractive  Stores  Get  the  Trade 
Wheeling  Metal  Ceilings  Make  Stores  Attractive 


STEUBENVILLE,  OHIO 


A Little  More  Expensive  but  Much  More  Pleasing  and  Permanent  than  Plaster 


\.\ 


T.  F.  BAYHA  BAKERY  WHEELING.  W.  VA. 

The  Artistically  Embossed,  Beautifully  Decorated  Metal  Ceiling  is  the  Principal  Element  in  the  Attractiveness  of  This  Store 
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RESIDENCE  OF  J.  J.  GEISLER,  ESQ. 


Example  of  an  Empire  Ceiling  Design  in  a Residence 


DUBUQUE,  IOWA 


Wheeling  Metal  Ceilings  are  Rapidly  Growing  in  Favor  for  Use  in  Homes 
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Wheeling  Corrugates  Company. 

WhEELDIgWMl 


Wheel*  Ceilings -Greek 
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No.  4485  Ceiling  Plate 


$9.0®  per  square 


24  x48  in. 
Also  made  24x24  In. 


No.  4486  Ceiling  Plate 


$9.00  per  square 


24  x 48  in. 
Also  made  24  x24  in. 
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Wheeling  Ceilin'gs- Greek 


i. 
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No.  4690  Ceiling  Panel 
2 y2  in.  deep  27  x 27  in. 

$12.00  per  square 


No.  4691  Right 
in.  deep  21x27  in. 

$12.00  per  square 


No.  4692  Ceiling  Panel 
2 K in.  deep  21  x 21  in. 

$12.50  per  square 


No.  4689  Corner  3x3  in. 
4 cents  each 


No.  4688  Stile  3 x 15  in. 
5 cents  each 


No.  4695  Ceiling  Panel 
2 in.  deep  15  x 15  in. 
$13.00  per  square 


No.  4687  Stile  3 x 21  in. 

6 cents  each 


No.  4686  Stile  3 x 27  in. 

7 cents  each 


No.  4694  Right 
2 in.  deep  15  x 27  in. 
$12.5©  per  square 


No.  4693  Right 
2 in.  deep  15  s 21  in. 
$13.00  per  square 


Wheeling  Corrugating  Company. 

WheelipIs.W.Va, 


No.  4691  Left 

2 yi  in.  deep  21x27  in. 

$12.00  per  square 


No.  4694  Left 
2 in.  deep  15  x 27  in. 
$12.50  per  square 


No.  4693  Left 
2 in.  deep  15x21  in. 
$13.0®  per  square 
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Wheeling  Ccrpusating  Company. 

Wheeli*I8.W.Va. 


No.  4697  Ceiling  Panel 
2l/2  in.  deep  24  x 24  In. 

$12.0®  per  square 


Wheeling  Cmfe-  Greek 


No.  4481  Rosette  8 in.  diameter 
10  cents  each 


No.  4487  Center 

2K  in-  drop  24  x24  in. 

8®  cents  each 


No.  4499  Filler  24x48  in. 

$8.00  per  square 


No.  4454  Mold 


4 cents  per  lineal  foot 


3 x 48  in. 


No.  4455  Mold 


4 cents  per  lineal  foot 


3 y2  x 48  in. 


No.  4456  Mold 


5 cents  per  lineal  foot 


8 cents  per  lineal  foot 


6 x 48  in. 


Wheeling  Ceilings -Greek 


Wheeling  Corrusatih'g  Company. 

WheeliiJsW.Ya, 


No.  4457  Mold 


6 cents  per  lineal  foot 


4,'iX48  in. 


No.  4457  Cross 


No.  4457  Tee 
6 cents  each 


No.  4457  ESI 


No.  4459  Mold 


6 cents  per  lineal  foot 


5,4  x48  in. 


No.  4459  Cross 


No.  4459  Tee 
6 cents  each 


No.  4459  Ell 


No.  4463  Mold 


6 cents  per  lineal  foot 


6 x 48  in. 


No.  4463  Cross  No.  4463  Tee 

6 cents  each 


No.  4463  Ell 


No.  4461  Mold  6^x48  in 

7 cents  per  lineal  foot 


No.  4461  Cross 


No.  4461  Tee 
7 cents  each 


No.  4461  Ell 


No.  4460  Mold 


6 cents  per  lineal  foot 


6 x 48  in. 


No.  4460  Cross 


No.  4460  Tee 
6 cents  each 


No.  4460  ESI 


? 
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No.  4464  Mold 


9x48  in. 


No.  4464  Cross 


No.  4464  Tee 
1®  cents  each 


No.  4464  EM 


9 cents  per  lineal  foot 


Wheels  Goprusatisg  Company 

WHEELliJs.W.VjL 


Wheeling  CeilbIqs- Greek 
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No.  4465  Border  11x48  in. 

10  cents  per  lineal  foot 


No.  4465  Cross 


m 


No.  4465  Tee 
12  cents  each 


No.  4465  Ell 


No.  4466  Border  14  x 48  in. 

12  cents  per  lineal  foot 


No.  4466  Cross 


t 
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No.  4466  Tee 
14  cents  each 


No.  4466  Ell 


No.  4467  Frieze 


14  cents  per  lineal  foot 


18  x 48  in. 


No.  4470  Cornice  3 in.  projection  7 Ya,  in.  deep  48  in.  long 

11  cents  per- lineal  foot 


No.  4470  Inner  Mitre 


No.  4470  Outer  Mitre 

50  cents  each 
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Wheeling  Ceilings  - Greek 


Wheeling  Corrugates  Company 

WHEIL»fe.W.¥A. 


No.  4469  Cornice  5 in.  projection  in.  deep  48  in.  long 

13  cents  per  lineal  foot 


No.  4488  Cornice  6K  in.  projection  16K  in.  deep  48  in. 
18  cents  per  lineal  foot 


No.  4488  Inner  Mitre 

75  cents  each 


No.  4469  Inner  Mitre 


50 


cents 


each 


No.  4469  Outer  Mitre 


No.  4488  Outer  Mitre 


H---  6J-'  — 


Wheel*  CoRpunife  Compaq 

WhEEMjIg.W.Va. 


Wheeling  Ceilings -Greek 
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Ceiling  Design  No.  8205 


ComposedXof  Cornice  4469,|Fillerj4263,lBorderj4482,  Field  4485 
Average  price  $9.35  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Greek 
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Ceiling  Design  No.  8211 


Composed  of  Cornice  4469,  Filler  4263,  Border  4482,  Field  4486 
Average  price  $9.35  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheel*  Corpugaiing  Company 

WHEELIfJs.W.VA. 


Wheeling  Ceilings -Greek 


«Sgg*Sfr 


- — ™h|l  - — 

-^-11 

v J5H| 

$! 

i\~>>  Kw  V 

■ »•  ■ c-  ']i^lAyo-  .js.  ,j.^j 

SaaMal 

£L 

^ES 

CeiSieg  Design  No.  8202  Composed  of  Cornice  4469,  Mold  and  Filler  4574,  panels  4690 

Average  price  $11.45  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


10 


Wheeling  Ceilings -Greek 


Wheeling  Cofjusaiin’g  Company 

WheelbIsW.Va, 


Ceiling  Design  No.  8203 


Composed  of  Cornice  4469,  Mold  and  Filler  4574,  Pane.s  4690,  Rosettes  4481  (In  figuring  squares  add  one  sq.  ft.  for  each  Rosette  No.  4481) 

Average  price  $11.25  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


Wheeling  CoRgy  gating  Company 

WheeldIgWA^. 


ii 


Ceiling  Design  No.  8204 


Composed  of  Cornice  4469,  Filler  4263,  Border  4482,  Field  4697 
Average  price  SI  1.05  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Gothic 


Wheeling  Corrugating  Company. 

Wheeli?Is.W.Va. 


No.  4581  Ceiling  Plate 


$8.50  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 


No.  4404  Border 


$9.00  per  square 


24  x 48  in. 
Also  made  24x24  in. 


No.  4402  Corner  24  x 24  in. 

$9.00  per  square 


No.  4403  Tee  24  x 24  in. 

$9.00  per  square 


No.  4398  Ceiling  Panel 
Y,  in.  deep  24  x 24  in. 

$9.00  per  square 


No.  4400  Center 

ZY  in.  drop  24x24  in. 

80  cents  each 


Center  composed  of  two  plates  No.  4588  and  Center  Cap  No.  4599 

48  x 48  in. 

$1.70  each 


Wheeling  Ccrrugatins  Company 

WheeldIg.WUi. 


Wheeling  Ceilings -Gothic 
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No.  4379  Ceiling  Plate 


$9.09  per  square 


24x48  in. 
A!so  made  24x24  in. 


Also  made  24  x 24 


$9.00  per  square 
I x 12  in.  size  $10.00  per  square 


and  12  x 12  in. 


No.  4378  Ceiling  Plate 


$9.00  per  square 
32x  24  in.  size  $9.5®  per  sq 


12x48  in. 
Also  made  12x24  in. 

uare 


No.  4389  Border 


No.  4390  Corner  24  x 24  in. 

$9.00  per  square 


$9.9©  per  square 


24x48  in. 
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Wheeling  CeilijJgs -Gothic 


Wheeling  Corrugating  Company. 

WheeihJ®W.Va. 


No.  4410  Ceiling  Panel  24  x 24  in. 

Also  made  12x24  in. 
$9.00  per  square 


No.  4406  Diaper  Pattern 


$8.50  per  square 


24  x 48  in. 
Also  made  24  x 96  in. 


No.  4408  Ceiling  Panel  24  x48  in. 

Also  made  12x48  in. 
$9.00  per  square 


No.  4407  Ceiling  Panel  24x48  in. 

Also  made  12  x 48  in. 
$9.00  per  square 


No.  4373  Wall  Plate  24x48  in. 

Also  made  24  x 96  in. 

or  24  x 72  in. 
$8.50  per  square 
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Wheeling  Corrugating  Company: 

WheeliNgW.Vv 


No.  4374  Wainscot  24  x 30  in. 
$9.00  per  square 


Wheeling  CeiliNgs  -Gothic 


No.  4375  Wainscot  6 x 30  in. 
15  cents  each 


No.  4414  Mold 


6 cents  per  lineal  foot 


6 x 1 


No.  4414  Ell 

6 cents  each 


6x6  in. 


No.  4585  Cornice  in.  projection  7>s  in.  deep  48  in.  long 

13  cents  per  lineal  foot 


No.  4585  Inner  Mitre 


No.  4585  Outer  Mitre 

60  cents  each 


No.  4411  Outer  Mitre 


No.  4411  Cornice  4'4  in.  projection  13  in.  deep  48  in.  long 
15  cents  per  lineal  foot 


No.  4411  Inner  Mitre 


50  cents  each 
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Wheeling  Ceilings -Gothic 


Wheeling  Corrugating  Compaq 

WheeuNsWVa. 


Ceiling  Design  No.  8240 


Composed  of  Cornice  4411,  Mold  and  Filler  4574,  Border  4404,  Panels  4398 
Average  price  $9.20  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugates  Company. 

WheeloIs.W.Va. 


Wheeling  Ceilings -Gothic 
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Ceiling  Design  No.  8207 


Composed  of  Cornice  4411,  Filler  4263,  Border  4389,  Field  4377,  4378,  4379 
Average  price,  $9.35  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings -Gothic 


Wheeling  Corrugating  Company 

WheeliiIg.W.Va. 


Ceiling  Design  No.  8206  Composed  of  Cornice  4411,  Filler  4263,  Border  4389,  Field  4377,  4378 

Average  price  $9.35  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugates  CompaMy 

WHEELIflGW.VA. 


Wheeling  Ceilings -Gothic 


Ceiling  Design  No.  7040 


Composed  of  Cornice  4411,  Filler  4263,  Border  4404,  Field  4581 
Average  price  SO. 05  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings  -Gothic 


Ceiling  Design  No.  8208 


Composed  of  Frieze  4404,  Cornice  4411,  Ceiling  Panels  4407,  4408 
Designed  for  Ceilings  that  slope  from  center  to  walls 


Wheeling  Corrugating  Comply 


Wheeling  Ceilings —Gothic 
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Wall  Design  No.  8147  Composed  of  Cornice  4411,  Wall  Plate  4373,  Rail  4414,  Wainscot  4374 

Average  price  $8.80  per  square,  not  including  cornice 
Note — Price  varies  with  height  of  room 


Wheeling  Ceilings  -Gothic 


Wheeling  Corrugating  Company 

Wheeling  W.Va. 


Wall  Design  No.  8148 


Composed  of  Cornice  4411,  Frieze  4404,  Wall  Plate  4373,  Rail  4414,  Wainscot  4374 
Average  price  $8.90  per  square,  not  including  cornice 
Note — Price  varies  with  height  of  room 


Wheeling  CoreogmiMg  Company 

WheeliiIq.W.Va. 
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Wheeling  Ceilings  - Renaissance 


No.  4700  Ceiling  Panel  |£in.  deep  24  x 48  in. 

Also  made  24  x 24  in. 

$9.00  per  square 


No.  4503  Ceiling  Plate 


$9.00  per  square 


24  x48  in. 
Also  made  24  x 24  in. 


i grn^'i 

mw& 

No.  4804  Ceiling  Plate  24x48  in. 

Also  made  24  x 24  in. 

$9.00  per  square 


No.  4510  Corner  18  x 18  in. 

25  cents  each 


No.  4509  Border 


18x48  in. 


No.  4511  Corner  24x24  in. 

35  cents  each 


$9.00  per  square 
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Wheeling  Ceilings  - Renaissance 


No.  4513  Left  Ceiling  Panel 
1 y in.  deep  15  x 27  in. 

SI  1.50  per  square 


No.  4514  Ceiling  Panel  27  x27  in. 
2 in.  deep 
SI  1.00  per  square 


No.  4513  Right  Ceiling  Panel 
\y  in.  deep  15x27  in. 

$11.50  per  square 


Wheeling  Corrugating  Company 

WheelbIgW.Va. 


No.  4515  Ceiling  Panel  24  x 24  in. 
2 in.  deep 
$11.00  per  square 


No.  4688  Stile  3 x 15  in. 

5 cents  each 


No.  4686  Stile  3x27  in. 

7 cents  each 


No.  4689  Corner  3x3  in. 

4 cents  each 


No.  4537  Wainscot  24  x 30  in. 
$9.00  per  square 


No.  4512  Ceiling  Panel  15x15  in. 

S12.O0  per  square 


No.  4481  Rosette  8 in.  diameter  No.  4709  Wainscot  24  x 33  in. 

10  cents  each  $8.5©  per  square 


No.  4536  Wall  Plate  24x48  in. 

Also  made  24  x 96  in. 

or  24  x 72  in. 
$8.50  per  square 


Wheel*  Corrugating  Company 

WheeliNs.W.Va. 


Wheeling  CeiliNgs 


No.  455!  Filler 


$8.0®  per  square 


24  x 48  in. 


No.  452!  Frieze 


13  cents  per  lineal  foot 


No.  4522  Frieze  15  x 24  in. 

13  cents  per  lineal  foot 


Renaissance 


No.  4552  Filler 


24x48  in. 
Also  made  24x96  in. 

$8.00  per  square 


Center  composed  of  two  plates  No.  4710  and  Center  Cap  No.  4599 
48  x 48  in. 


$1.62  each 


Wheeling  Ceilings -Renaissance 


7x48  in. 


No.  4538  Wainscot  Rail  g ^ ,.nea,  foot 


6 x 48  in. 


WheeuNg  Corrugating  Company, 

WheeuNgW.Va. 


No.  4542  Tee 
8 cents  each 


No.  4548  Ell 


No.  4540  Mold 


8 cents  per  lineal  foot 


No  4720  Cornice  4j4  in.  projection  5/s  in-  deep 
NO'  9 cents  per  lineal  foot 


in.  long 


No.  4720  Inner  Mitre 


— IW  — 


50  cents  each 


Io.  4555  Cornice 


1 1 34  in.  projection  10  in. 
20  cents  per  lineal  foot 


48  in.  long 


1234  in.  projection  12}4  in.  deep  48  in.  long 
20  cents  per  lineal  foot 


No.  4555  Inner  Mitre  ?g  ^ 


No.  4555  Outer  Mitre 


No.  4550  Inner  Mitre 


75 


cents 


No.  4556  Outer  Mitre 
each 


No.  4556  Cornice 
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Wheeling  CoreughiMs  Company 

WHEELliiG.W.VA. 


Wheeling  CeilikIqs  - Renaissance 


Ceiling  Design  No.  8242  Composed  of  Cornice  4221,  Filler  4552,  Bordei  4509,  Field  4503 

Average  price  $9.30  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings -Renaissance 


Wheeling  Corrugating  Company 

WHEELWfel.YA. 


Ceiling  Design  No.  8275  Composed  of  Cornice  4292,  Filler  4263,  Border  4509,  Field  4804 

Average  price  $9.40  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugating  Company 

Wheeli^g.W.Va 


Wheeling  CeiliNgs  - Renaissance 
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Ceiling  Design  No.  7042  Composed  of  Cornice  4720,  Filler  4263,  Border  4509,  Field  4700 

Average  price  $9.30  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings -Renaissance 


Wheeling  CgrsjjgmiNg  Company 

WheeliiIg.W.Va. 
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Ceiling  Design  No.  8286 


Composed  of  Cornice  4221,  Filler  4807,  Border  4306,  Panels  4537 
Average  price  $9.25  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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Wheeling  CoRgpfflils  Company 

WHEELnleWVA. 


Wheeling  Ceilings  - Renaissance 
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Ceiling  Design  No.  8243  Composed  of  Cornice  4251,  Filler  4574,  Panels  4512,  4513,  4514 

Average  price  $10.60  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings  - Renaissance 


Wheeling  CoKSponta  Company. 

WHEiLieW-VA. 


Ceiling  Design  No.  8244  Composed  of  Cornice  4555,  Mold  and  Filler  4574,  Panels  4512,  4513,  4514,  Rosettes  4481  (In  figuring  squares  add  one  sq.  ft.  for  each  Rosette  No.  4481) 

Average  price  $11.00  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  off  room 


Wheel*  Corrugah^q  Company 

WhEEIHIgW.Va. 


Wheeling  Ceilings  - Renaissance 
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Ceiling  Design  No.  8241 


Composed  of  Cornice  4251,  Filler  4807,  Border  4509,  Panels  4515 
Average  price  $10.50  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings -Renaissance 


Wheeling  Corrugating  Company, 

WHEELlfeW.VA, 


Wall  Design  No.  7057  Composed  of  Cornice  4556,  Frieze  4521,  Wall  Plate  4536,  Rail  4538,  Wainscot  4709 

Average  price  $8.95  per  square,  not  including  cornice 
Note — Price  varies  with  height  of  room 


Wheeling  CorrusatiHg  Company 

WheelwJsW.Va. 


Wheeling  Ceilings — Renaissance 
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Wall  Design  No.  7058  Composed  of  Cornice  4556,  Wall  Plate  4536,  Rail  4538,  Wainscot  4537 
Average  price  $8.85  per  square,  not  including  cornice 
Note — Price  varies  with  height  of  room 


Wheeling  Ceilings — Rococo 


Wheeling  Coupm*  Company. 

WHEELidal.VA. 


No.  4211  Ceiling  Plate 

$9.00  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 

or  24  x 96  in. 


No.  4425  Border 


$9.25  per  square 


24x48  in. 


No.  4202  Comer  24x24  in. 

40  cents  each 


No.  4427  Corner  24  x 24  in. 

$9.25  per  square 


No.  4426  Border  24  x 24  in. 

$9.25  per  square 


No.  4428  Comer  24  x 24  in. 

$9.25  per  square 


Wheeling  Corrugating  Company. 

WheeliiJgW.Va. 
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No.  4361  Border 


$8.50  per  square 


24  x 48  in. 


No.  4880  Ceiling  Plate 


$0.00  per  square 


24x48  in. 
Also  made  24  x 24  in. 


No.  4358  Outer  and  Inner  Corner 
24  x 24  in. 

$8.50  per  square 


No.  4360  Border  24  x 24  in. 

$8.50  per  square 


No.  4881  Border 


$9.25  per  square 


24  x 48  in. 


No.  4883  Corner  24  x 24  in, 

$9.25  per  square 


No.  4882  Border  24  x 24  in. 

$9.25  per  square 


No.  4884  Corner  24  x 24  in. 

$9.25  per  square 
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Wheeling  Ceilings- Rococo 


No.  4496  Ceiling  Plate 


$8.50  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 


No.  4634  Wainscot  24  x 30  in. 

$9.00  per  square 


No.  4495  Ceiling  Plate 


12  x 48  in. 
Also  made  12  x 24  in. 


$9.00  per  square 
12  x 24  in.  size  S9.50  per  square 
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No.  4371  Corner  24  x 24  in. 

$8.50  per  square 
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No.  4370  Border 


$8.50  per  square 


24  x 48  in. 


Wheeling  CorugmijIg  Company. 

WHEELfrfaW.VA. 


No.  4356  Wall  Plate  24x48  in. 

$8.50  per  square 


No.  4372  Corner  24  x 24  in. 

$8.50  per  square 


Wheeling  Corrugating  Company 

WHEELnlaW.VA. 


Wheeling  CeiliNgs- Rococo 


No.  4368  Wainscot  24x36  in. 

Also  made  12x48  in. 
$8.50  per  square 


Wheeling  Ceilings— Rococo 


Wheeling  Corrugating  Company. 

WheelhIgW.Va, 


VTTTT 


Ceiling  Design  No.  8245 


Composed  of  Cornice  4221,  Filler  4263,  Mold  4241,  Border  4361,  Field  4211 
Average  price  $9.60  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  CorrugatjiIg  Company. 

V/heeliiIgWVa. 
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Ceiling  Design  No.  8254 


Composed  of  Cornice  4221,  Filler  4263,  Border  4425,  Field  4211 
Average  price  $9.35  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings  - Rococo 


Wheels  CorrugktiRs  Company. 

WhEELINSW.Va. 
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Ceiling  Design  No.  8255 


Composed  of  Cornice  4556,  Filler  4263,  Border  4200,  Field  4211 
Average  price  $9.5©  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugates  Company 

Wheeuns.W.Ya. 


Wheeling  Ceilings -Rococo 
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Ceiling  Design  No.  8280 


Composed  of  Cornice  4221,  FiIIera4263,  Border  4881,  Field  4880 
Average  price  $9.35  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings -Rococo 


Wheeling  Corrugating  Company, 

Wheeli3®W.¥a. 


Ceiling  Design  No.  8213  Composed  of  Cornice  4221,  Filler  4263,  Border  4425,  Field  4880 

Average  price  $9.35  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  off  room 


Wheeling  Corrugating  Company. 

Wheel^sW.Va. 


Wheeling  Ceilings — Rococo 
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Ceiling  Design  No.  8269 


Composed  of  Cornice  4292,  Filler  4444,  Border  4370,  Mold  4241,  Field  4496 
Average  price  $9.20  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  CcRRUGAiiKs  Company 

WheeiMsW.Va. 


Wall  Design  No.  8161  Composed  of  Cornice  4556,  Wall  Plate  4356,  Rail  4367,  Wainscot  4368 

Average  price  $8.95  per  square,  not  including  cornice 
N0te_price  varies  with  height  of  room 


Wheeling  Corrugating  Company 

WheeliNgW.Va. 


Wheeling  CeiliNgs  - Rococo 
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Wall  Design  No.  8162 


Composed  of  Cornice  4556,  Wall  Plate  4356,  Rail  4367,  Wainscot  4634 
Average  price  $9.15  per  square,  not  including  cornice 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings- Empire 


No.  4602  Ceiling  Plate 


24  x 48  in. 
Also  made  24x24  in. 


No.  4608  Corner  24x24  in. 

$9.00  per  square 


$8.50  per  square 


No.  4604  Border 


$8.50  per  square 


24  x 48  in. 
Also  made  24x  24  in. 


No.  4605  Corner,  to  be  used  with  No.  4606 
$9.00  per  square 


No.  4609  Corner  24x24  in. 

$9.00  per  square 


No.  4606  Corner  24  s 24  in. 

To  be  used  with  No.  4605 
$9.0®  per  square 


Wheeling  Coprugatihg  CgmfwIy. 

WheemJsWYa. 


No.  4603  Comer  24x24  in. 

$9.0©  per  square 


Wheeling  Corrugating  Company 

WheemNs.W.Va, 


No.  461®  Corner  18x18  in. 
$1©.®®  per  square 


No.  4613  Border  18  x 24  in. 

$9.5®  per  square 


No.  4612  Border  18  x 12  in. 
per  square 


F°.  4619  Inner  Mitre  No.  4619  Outer  Mitre 


6®  cents  each 


Wheeling  Ceilings— Empire 


No.  4614  Border 


$9.5®  per  square 


18  x 48 


No.  4607  Border 

$9.5®  per  square 


No.  462®  Frieze 


12  cents  per  lineal  foot 


16  x 48  in. 


No.  4619  Cornice  8 in.  projection  7 in.  deep  48  in.  long 
14  cents  per  lineal  foot 
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No.  461!  Corner  24x  24  in. 
40  cents  each 


No.  4621  Wall  Plate  24x48  in. 

Also  made  24  x 96  in. 

or  24  x 72  in. 
$9.00  per  square 


Wheeling  CoripatisIq  Company. 

WheeliNoWYa. 


No.  4640  Cornice  t 12  in.  projection  11' s in.  deep 
20  cents  per  lineal  foot 


Wheeling  Ceilings -Empire 

y* /z" 


48  in.  long 


No.  4622  WainscotTRail 

7 cents  per  lineal  foot 


6 x 48  in. 


No.  4615  Mold 


8 cents  per  lineal  foot 


6 x 48  in. 


No.  4618  Ell  6x6  in. 
8 cents  each 


6x48  in.  No.  4598  Ell  6 x 6 in. 

7 cents  each 


No.  4600  Center  Plate 


$9.00  per  squarc| 


24x48  in. 


No.  4601  Center  48x48  i 

Composed  of  two  plates  No.  4600  and  Center  Cap  No.  4599 


No.  4595  Mold 


7 cents  per  lineal  foot 


Wheeling  Corrugate  Company. 

WheelbJgW.Va, 


Wheeling  Ceilii^qs  — Empire 
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Ceiling  Design  No.  8246  Composed  of  Cornice  4619,  Filler  4552,  Border  4604,  Field  4602 

Average  price  $8.80  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings- Empire 


Wheeling  Corrugating  CompaiIy 

WheelhJgW.Va. 


Ceiling  Design  No.  8256  Composed  of  Cornice  4619,  Filler  4552,  Border  4607,  4613,  4614,  Inner  Border  4604,  Field  4602 

Average  price  $9.00  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheel*  Cormot*  Company 

Wheel»Ig.W.Va, 


Wheel*  CeiliMgs — Empire 


Ceiling  Design  No.  8249  Composed  of  Cornice  4299,  Filler  4552,  Border  4012,  4613,  4614,  Inner  Border  4604,  Corner  4603,  Field  4602 

Average  price  $9.15  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings- Empire 


Wheeling  Corrugating  CompaiJy. 

WheeuiJgW.Va. 


Ceiling  Design  No.  8247  Composed  of  Cornice  4619,  Filler  4263,  Border  4610,  4607,  4614,  Corner  4605,  4606,  Plate  4604,  Field  4602 

Average  price  $9.00  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugating  Company 

WheeliiIgW.Va. 


Wheeling  CeiliNgs- Empire 


Ceiling  Design  No.  8248  Composed  of  Cornice  4619,  Filler  4263.  Border  4607,  4613,  4614,  Corner  4605,  4606,  Border  4604,  Field  4602, 

Center  4601 

Average  price  §9.00  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Empire 


WheelhJgW.Va. 


Ceiling  Design  No.  8262  Composed  of  Cornice  4619,  Filler  4263,  Outer  Border  4604,  Inner  Border  4607,  4613,  4614,  Corner  4605,  4606, 

Field  4602,  4604 

Average  price  $9.00  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugating  Company: 

WffiEMileW.VA. 


Wheeling  Ceilings- Empire 


Ceiling  Design  No.  8287 


Composed  of  Cornice  4221,  Filler  4807,  Border  4306,  Field  4624 
Average  price  $9.25  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings- Empire 


Wheeling  Corrugates  Company. 

WheelwoW.Va 


Wall  Design  No.  8159  Composed  of  Cornice  4640,  Frieze  4620,  Wall  Plate  4621,  Rail  4622,  Wainscot  4624 

Average  price  S9.25  per  square,  not  including  Cornice 
Note — Price  varies  with  height  of  room 


Wheeling  IhigmiIg  Company 

WHEEIiiJsW.YA. 


Wheeling  Ceilings -Colonial 
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No.  4284  Ceiling  Parse! 

1 in.  deep  24  x 24  in. 

$9. CO  per  square 


No.  4281  Ceiling  Pane! 

I in.  deep  12x24  in. 

$9.50  per  square 


No.  4279  Ceiling  Pane! 

1 in.  deep  12  x 12  in. 

$10.00  per  square 


No.  4420  Wall  Plate  24  x48  in. 

Also  made  24  x 96  in. 

or  24  x 72  in. 
$8.50  per  square 


No.  4283  Ceiling  Panel 
S in.  deep  18x24  in. 

$9.00  per  square 


No.  4280  Ceiling  Panel 
1 in.  deep  12  x 18  in. 

$10.00  per  square 
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Wheeling  Ceilings  - Colonial 


Wheeling  CorrogatiiIg  Company 

WHEELlflaW.VA. 


No.  4350  Ceiling  Panel 
1 in.  deep  24  x 24  in. 

$9.00  per  square 


No.  4351  Ceiling  Panel 
1 in.  deep  24  x 24  in. 

$9.00  per  square 


No.  4382  Ceiling  Panel 
1 in.  deep  12  x 24  in. 

$9.50  per  square 


No.  4380  Ceiling  Panel 
1 in.  deep  12  x 12  in. 
$10.00  per  square 


No.  4383  Ceiling  Panel 
1 in.  deep  18  x 18  in. 

$9.50  per  square 


No.  4384  Ceiling  Panel 
1 in.  deep  18  x 24  in. 

$9.0®  per  square 


No.  4385  Ceiling  Panel 
1 in.  deep  12  x 18  in. 
$10.00  per  square 


Wheel*  Corrugating  Company 

Wheei/kIs.WVa. 


Wheel*  Ceilings -Colonial 


No.  4790  Ceiling  Panel 


y in.  deep 


§9.00  per  square 


24  s 48  in. 
Also  made  24x24  in. 
or  24  x 96  in. 


INC.  4792  Ceiling  Panel  y in.  deep  24  x 48  in. 

Also  made  24  x 24  in. 

««  im  or  12  x 12  in- 

•>”•99  per  square 

12  x 12  in.  size  $10.00  per  square 


No.  4791  Ceiling  Panel 


y in.  deep  12x48  in. 

Also  made  12  x 24  in. 

$9.00  per  square 
12  x 24  in.  size  $9.50  per  square 


) 


No.  4797  Ceiling  Panel 
y in.  deep  18  x 18  in. 
$9.50  per  square 


No.  4798  Ceiling  Panel  y in.  deep 

$9.00  per  square 


18  x 48  in. 
Also  made  18x24  in. 


No.  4796  Ceiling  Panel 
y in.  deep  12  x 18  in. 
$10.00  per  square 
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Wheeling  Ceilings -Colonial 


No.  4795  Center  48  x 48  in. 

Composed  of  Panels  4793  and  Center  4324 
$2.20  each 


Wheeling  Corrugating  Company. 

WhEELBJqW.Va. 


No.  4029  Center  48x48  in. 

Composed  of  four  Panels  4334  and  Center  4180 
$2.04  each 


No.  4793  Center  Panel 
K in.  deep  24  x 24  in. 

40  cents  each 


No.  4334  Center  Panel 
1 in.  deep  24  x 24  in. 

36  cents  each 


Ceiling  Design  No.  8220 


Composed  of  Cornice  4292,  Filler  4574,  Panels  4279,  4281,  4284 
Average  price  $9.45  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings  - Colonial 


Wheeling  Corrugating  Company. 

WheeliNgW.Va. 
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Ceiling  Design  No.  8221 


Composed  of  Cornice  4292,  Filler  4574,  Panels  4351 
Average  price  $9.45  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8222 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4350 
Average  price  $9.45  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Colonial 


Wheeling  Corrugating  Company 

WheeuiJgW.Va. 


Ceiling  Design  No.  8223  Composed  of  Cornice  4221,  Filler  4574,  Panels  4350,  4351 

Average  price  $9.45  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Colonial 
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Ceiling  Design  No.  8224 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4279,  4281,  4284 
Average  price  $9.60  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Colonial 


WheeluIgWYa. 


■HI 


SSSasSSSKSS 


iSP 


5111 


HI 


ffvfr/ssy 


Jiv  MV  ^1V  >1V  Ml  MV  >W  j\\  *\l  MV.  MV-  MV  >\V  »W  'W  nv  MV  'V 


Pt>  , rv'll^'trv'i  w ,A'v'  , VV''-nv'l 


Ceiling  Design  No.  8288 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4351,  4380,  4381 
Average  price  $9.60  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Colonial 
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Wheeling  Corrugating  Company. 

WheelhJgW.Va. 
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CeilinglDesign  No.  8289 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4350,  4380,  4381 
Average  price  $9.60  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Colonial 


Wheeling  Corrugates  Company. 

WhieliAsIVa. 


Ceiling  Design  No.  8277 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4790,  4791  4792 
Average  price  S9.45  per  sc,nare.  nor  inching  Wing  !«p! 
Note-Price  vanes  with  size  and  shape  of  room 


Wheel*  Corrugate  company 

WHEiirfeMA. 


Wheeling  CeiliNgs -Colonial 


n 


Celling  Design  No.  8278 


Composed  of  Cornice  4197,  Filler  4574,  Field  4791,  4792 
Average  price  $9.45  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings -Colonial 


Wheeling  Corrugating  Company 

Wheeli(Jg.W.Va 


Ceiling  Design  No.  8279  Composed  of  Cornice  4197,  Filler  4574,  Field  4790,  4791,  4792 

Average  price  $9.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WheeldJgW.Va. 


Wheeling  CeiliiJgs  -Colonial 


Ceiling  Design  No.  8281 
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Wheeling  Ceilings -Colonial 


Wheeling  Corrugating  Company 

Wheelb1s,W.Va. 


Wall  Design  No.  7059.  Composed  of  Comice  4640,  Frieze  4620 
Wall  Plate  4420,  Rail  4622,  Wainscot  4624 
Average  price  $8.85  per  square,  not  including  cornice 


Wall  Design  No.  7060  Composed  of  Cornice  464® 

Wall  Plate  4420,  Rail  4622,  Wainscot  4624 
Average  price  $8.75  per  square,  not  including  comice 


Note — Prices  vary  with  height  of  room 


Wheeling  W.Va. 


Wheeling  Ceilings  “Oriental 


No.  4342  Ceiling  Plate 


$8.00  per  square 


24  x48  in. 
Also  made  24  x 24  in. 


No.  4347  Border 


$9.00  per  square 


24  x 48  in. 


No.  4447  Border 


$9.00  per  square 


24  x48  in. 
Also  made  24  x 24  in. 


No.  4345  Corner  24  x 24  in. 

$9.00  per  square 


No.  4343  Border  24  x 24  in. 

$9.00  per  square 


No.  4344  Corner  24  x 24  in. 

$9.00  per  square 
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Wheeling  Ceilings  - Oriental 


Wheeling  CorrugatiHg  Company. 

WheeliiJgW.Va. 


No.  4210  Ceiling  Plate 

$8.50  per  square 


24  x 48  in. 
Also  made  24x  24  in. 


No.  4348  Wall  Plate  or  Filler 

$8.00  per  square 


24  x 48  in. 
Also  made  24  x 96  in. 


No.  4493  Finishing  Mold 

6 cents  per  lineal  foot 


6 x 48  in. 


No.  4494  Corner  6x6  in. 
6 cents  each 
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No.  4341  Wall  Plate  24x48  in. 

Also  made  24  x 24  in. 
$8.00  per  square 


Wheeling  Ceilings -Oriental 
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Wheeling  Corrugating  Company 

WheeliiJgW.Va. 


No.  4355  Center  Plate 


$9.00  per  square 


Center  Piece,  composed  of  two  Plates  No.  4355 
$1.44  each 


No.  4349  Cornice  10  in.  projection  16  in.  deep  48  in.  long 
20  cents  per  lineal  foot 


No.  4349  Inner  Mitre 


No.  4349  Outer  Mitre 


75  cents  each 


Ceiling  Design  No.  8209  Composed  of  Cornice  4354,  Filler  4348,  Border  4447,  Field  4342 

Average  price  $8.85  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WhEELIIJgW.Va 


Wheeling  Ceilings — Oriental 


Ceiling  Design  No.  8272  Composed  of  Cornice  4354,  Filler  4348,  Border  4447,  Field  4267 

Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8210 


Composed  of  Cornice  4354,  Filler  4348,  Border  4343,  4347,  4447,  Field  4342,  Center  4386 
Average  price  $8.85  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WHEEUfjGW.VA. 


Wheeling  Ceilings  - Oriental 


Ceiling  Design  No.  8276  Composed  of  Cornice  4354,  Filler  4348,  Border  4447,  Field  4342,  Center  4355 

Average  price  $8.85  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8273  Composed  of  Cornice  4292,  Mold  4574,  Panel  Border  4431,  Border  4343,  4347,  Field  4342 

Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings*- Oriental 


83 


Wheeling  Corrugating  Company 

WheeuNgW.Va. 
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Ceiling  Design  No.  8212 


Composed  of  Cornice  4349,  Filler  4574,  Field  4210,  Finishing  Mold  4493 
Average  price  $8.95  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings  - Oriental 


Wheeling  CorughiiIg  Compaq 

WheeUiSsW.va 


Wall  Design  No.  8151  Composed  of  Cornice  4349,  Frieze  4343,  Plates  4342,  Rail  4353,  Wainscot  4346 

Average  price  $9  JO  per  square,  not  including  cornice 
Note — Price  varies  with  height  of  room 


Wheeling  Ceilings  - Oriental 
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Wheeling  Corrugating  Company. 

WheelkJqW.Va. 


Wall  Design  No.  8150  Composed  of  Cornice  4349,  Wall  Plate 
4348,  Rail  4353,  Wainscot  4346 
Average  price  $9.05  per  square,  not  including  cornice 


Wall  Design  No.  8152  Composed  of  Cornice  4197,  Frieze  4198, 
Wall  Plate  4341,  Rail  4538,  Wainscot  4346 
Average  price  $9.05  per  square,  not  including  cornice 


Note — Prices  vary  with  height  of  room 
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Wheeling  Ceilings -Art  Nouveau 


No.  4732  Ceiling  Panel 
\]/4  in  deep  24  x 24  in. 

$9.50  per  square 


WheelhJg.W.Va. 


No.  4733  Ceiling  Panel  1 ]/4  in.  deep  24  x 48  in. 

$9.50  per  square 


No.  4731  Ceiling  Panel 
1 >-4'  in.  deep  18x24  in. 
$9.50  per  square 


No.  4738  Ceiling  Plate 
18x18  in. 

$9.50  per  square 


No.  4739  Ceiling  Plate 


$9.00  per  square 


18  x 48  in. 
Also  made  18  x 24  in. 


No.  4730  Ceiling  Panel 
ly4  in.  deep  18x18  in. 
$10.00  per  square 


No.  4740  Ceiling  Plate 


24  x 48  in. 
Also  made  24  x 24  in. 


$9.00  per  square 
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WheeliiIgW.Va. 


Wheeling  Ceilings  - Art  Nouveau 


No.  4745  Corner  12  x 12  in. 
$10.0©  per  square 


No.  4742  Border  12x48  in. 

Also  made  12  x 24  in. 

$9.00  per  square 
12x24  in.  size  $9.50  per  square 


No.  4746  Corner  12  x 12  in. 
$10.00  per  square 


No.  4666  Wall  Plate  24  x 48  in. 

Also  made  24  x 96  in. 

or  24  x 72  in. 
$9.00  per  square 


No.  4756  Border  12x48  in. 

$9.00  per  square 


No.  474?  Border  12x18  in. 
$9.50  per  square 


No.  4661  Mold 


8 cents  per  lineal  foot 


8x48  in. 


No.  4665  Wall  Plate  24  x48  in. 

Also  made  24  x 96  in. 

or  24  x 72  in. 
$9.00  per  square 


No.  4664  Ell  8x8  in. 
8 cents  each 
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Wheeling  Ceilings -Art  Nouveau 


No.  4660  Cornice  11  in.  projection  10 in.  deep  48  in.  long 
17  cents  per  lineal  foot 


No.  4761  Cornice  8 in.  projection  7>s  in.  deep  48  in.  long 
13  cents  per  lineal  foot 


No.  4761  Inner  Mitre 


No.  4761  Outer  Mitre 


50  cents  each 


Wheeling  Ceilings -Art  Nouveau 


Ceiling  Design  No.  7047  Composed  of  Cornice  4660,  Filler  4574,  Field  4738,  4739,  4740 

Average  price  $9.40  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  CeiliNgs -Art Nouveau 


Ceiling  Design  No.  7048  Composed  of  Cornice  4660,  Filler  4574,  Border  4742,  Field  4740 

Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WheeliWg.W.Va. 


Wheeling  Ceilings — Art  Nouveau 


Ceiling  Design  No.  7049  Composed  of  Cornice  4660,  Filler  4574,  Panels  4730,  4731,  4732 

Average  price  $9.75  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  CeilkJgs  - Art  Nouveau 


Ceiling  Design  No.  7050 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4730,  4731,  4732,  4733 
Average  price  $9.75  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Art  Nouveau 


Wall  Design  No.  8164  Composed  of  Cornice  4660,  Wall  Plate  4665,  Rail  4538,  Wainscot  4762 

Average  price  $9.20  per  square,  not  including  cornice 
Note — Price  varies  with  height  of  room 


No.  4765  Ceiling  Plate 

$9.00  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 


No.  4776  Corner  12  x 12  in. 
10  cents  each 


No.  4766  Border  12  x 48  in. 

Also  made  12x24  in. 

$9.00  per  square 
12  x 24  in.  size  $9.50  per  square 


No.  4770  Border  12  x 12  in. 
10  cents  each 


No.  4768  Border  12x24  in. 

$9.50  per  square 


WheelhJgW.Va. 


Wheeling  Ceilings  -ModeriJ 
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No.  4587  Wainscot  24  x 52  in. 
$8.50  per  square 


No.  4777  Wainscot  24  x 55  in. 
$9.00  per  square 


No.  4780  Mold 


8 cents  per  lineal  foot 


6 x 48  in. 


No.  4780  Cross 


No.  4780  Tee 
8 cents  each 


No.  4780  Ell 


No.  4787  Decorative  Panel  24  x 24  in. 
$12.00  per  square 


No.  4788  Decorative  Panel  24  x 24  in. 
$12.00  per  square 


No.  4812  Decorative  Panel 

$12.00  per  square 


24  x 48  in. 


No.  4811  Decorative  Panel 

$12.00  per  square 


24  x 48  in. 


No.  4784 
$12.0 


12x24  in. 
per  square 


No.  4786  Decorative  Panel 

$12.00  per  square 


24x48  in. 


No.  4394  Cove  Coved  to  12  in.  radius  24  in.  Girth  48  in.  long 
20  cents  per  lineal  foot 


No.  4785  24  x 24  in. 

$12.00  per  square 


No.  4397  Wall  Plate  24  x 48  in. 

Also  made  24  x 96  in. 

or  24  x 72  in. 
$8.50  per  square 


Wheeling  Ceilings -Modern 
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Wheeling  GorrugatiHg  Company 

Wheeu(IgW.Va. 


No.  4800  Decorative  Panel  24  x48  in. 

$2.00  each 


Wheeling  Ceilings- Modern 


Wheeling  Corrugating  Company 

WHEELIfJs.W.VA. 


No.  7032  Center 


Composed  of  Decorative  Panels  4785,  4786,  Center  471© 
Price  $7.86  each 


96  x 96  Inches 
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WheeliiJgW.Va. 


Wheeling  Ceilings -Modern* 


Wheeling  Corrugaii.n’q  Company 

WheelbIsMVa. 


Ceiling  Design  No.  7052 


Composed  of  Cornice  4299,  Filler  4574,  Border  4766,  Field  4765 
Average  price  $9.35  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  7051  Composed  of  Cornice  4299,  Filler  4574,  Border  4776,  4778,  4767 

Average  price  $9.35  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Modern 


Wheeling  Commie  Company 

WHEEUlfeW.YA. 
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Ceiling  Design  No.  7053 


Composed  of  Cornice  4292,  Filler  4574,  Border  Plates  4786,  4811,  4812 


vsmss 


A'e  _-:L 

' 

»*V 

As 

Average  price  $10.25  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wall  Design  No.  8155  Composed  of  Cove  4394,  Foot  Mold  4393,  Wall  Plate  4397,  Rail  4393,  Wainscot  4387 
Average  price  $9.00  per  square,  not  including  cove  and  foot  mold 
Note — Price  varies  with  height  of  room 


Wheeling  Ceilings  - Modern 


Wheeling  Corrugating  Company. 

WheelrIgW.Va. 
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Wall  Design  No.  8156  Composed  of  Cove  4394,  Foot  Mold  4393,  Plate  4397,  Rail  4393,  Wainscot  4777 

Average  price  $9.00  per  square,  not  including  cove  and  foot  mold 
Note — Price  varies  with  height  of  room 


Wheeling  Ceilings 
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No.  4278  Ceiling  Panel 


Y \ in.  deep 
$8.00  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 


No.  4273  Ceiling  Panel  in.  deep  24  x48  in. 

Also  made  24  x24  in. 
and  12  x 12  in. 

$8.00  per  square 
12  x 12  in.  size  $9.00  per  square 


No.  4275  Ceiling  Panel  y in.  deep  12x48  in. 

Also  made  12x24  in. 

$8.00  per  square 
12  x 24  in.  size  $8.50  per  square 
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No.  4223  Ceiling  Panel 


in.  deep 

$9.00  per  square 


24  x48  in. 
Also  made  24  x 24  in. 


No.  4277  Ceiling  Panel 


Yt  in.  deep 
$8.00  per  square 


18  x 48  in. 
Also  made  18x24  in. 


J 


\ 


No.  4274  Ceiling  Panel 
y in.  deep  12  x 18  in. 
$9.00  per  square 


No.  4276  Ceiling  Panel 
y in.  deep  18  x IS  in. 
$8.50  per  square 
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/ixc  4-  c^^/Cb^. 


Wheeling  Ceilings -Panels  Wheeling  Corrugat!^  Company. 

WhEELIJIgW.Va. 


No.  4395  Celling  Panel  24  x 48  in. 

Also  made  24  x 24  in. 

$8.00  per  square 


-y^No-  4225  Ceiling  Panel 


H in.  deep 
8.00  per  square 


24x48  in. 
Also  made  24  x 24  in. 


No.  4333  Panel  y in.  deep  24  x 24  in. 
35  cents  each 


No.  4030  Center  4g  x , 

Composed  of  4 Panels  4333  and  Center  4324 
$2.00  each 


No.  4324  Center  24  x 24  in. 

60  cents  each 


Wheeling  Ceilings -Panels 
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Wheeling  Corrugating  Company. 

WheeuiJgW.Va. 


Ceiling  Design  No.  8217  Composed  of  Cornice  4197,  Filler  4574,  Field  4273,  4275,  4278 

Average  price  $8.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  CeiliNgs  - PaiJels 


Ceiling  Design  No.  8216  Composed  of  Cornice  4197,  Filler  4574,  Panels  4273,  4275,  4278 

Average  price  $8.90  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WheelrJg.W.Va. 


Wheeling  Ceilings — Panels 
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Ceiling  Design  No.  8282 


Composed  of  Cornice  4197,  Filler  4574,  Panels  4273,  4275,  4333,  4790 
Average  price  §10.00  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings -Panels 


Wheeling  Corrugates  Company 

WheelinsW.Va, 


Ceiling  Design  No.  8268 


Composed  of  Cornice  4197,  Filler  4574,  Field  Panels  4273 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8047  Composed  of  Cornice  4221,  Filler  4574,  Field  Panels  4223 

Average  price  $9.40  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheel*  Corrupt*  Company. 

WHEElIfisW.VA. 


Ceiling  Design  No.  8048 


Composed  of  Cornice  4223,  Filler  4574,  Border  4225,  Mold  4230,  Field  Panels  4273 
Average  price  $9.00  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  off  room 


Wheeling  Ceilings -PanIels 


Wheeling  CorrugwiHg  Company 

WheelhJqW.Va. 
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Ceiling  Design  No.  8046 


Composed  of  Cornice  4221,  Filler  4574,  Border  4225,  Mold  4230,  Field  Panels  4223 
Average  price  $9.40  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


No.  4228  Ceiling  Panel 


Y in.  deep 
$8.50  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 


No.  4226  Ceiling  Panel 


Y in.  deep  24  x 48  in. 

Also  made  24  x 24  in. 
and  12  x 12  in. 


$8.50  per  square 
12  x 12  in.  size  $9.50  per  square 


No.  4227  Ceiling  Panel  Y in-  deep  12x48  in. 

Also  made  12  x 24  in. 

$8.50  per  square 
12x24  in.  size  $9.00  per  square 


No.  4433  Ceiling  Panel 
Y in.  deep  12  x 18  in. 

$9.50  per  square 


No.  4431  Ceiling  Panel 


Y in.  deep 
$8.50  per  square 


18  x 48  in. 
Also  made  18  x 24  in. 


No.  4432  Ceiling  Panel 
Y in.  deep  18  x 18  in. 
$9.00  per  square 


Wheeling  Corrugating  Company 

WheelhIgW.Va. 


Wheeling  CeiliNgs  -PanIels 
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No.  4434  -J4  in.  deep  24  x 24  in. 

40  cents  each 


No.  4181  Center  3 f4  in.  drop  24  x 24  in. 
80  cents  each 


Wheeling  Ceilings — Panels 


Wheeling  CorruswsiIs  Company. 

WHEELDfeWft. 


Ceiling  Design  No.  8215  Composed  of  Cornice  4221,  Filler  4574,  Panels  4226,  4227,  4228 

Average  price  $9.00  per  square,  not  including  furring  strips 
Note— Price  varies  with  sis©  and  shape  of  room 


Ceiling  Design  No.  8218 


Composed  of  Cornice  4221,  Filler  4574,  Border  4228,  Mold  4246,  Field  Panels  4226,  4227,  4228 
Average  price  $9.40  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings -Panels 


Wheeling  CoKgpMfe  Company 

WheelbIsMVa. 


Ceiling  Design  No.  8214 


Composed  of  Cornice  4292,  Filler  4574,  Panels  4226 
Average  price  S9.00  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugating  Company 

Wheeung.W.Va. 


Wheeling  Ceilings  - PanIels 
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Ceiling  Design  No.  8219 


Composed  of  Cornice  4221,  Filler  4219,  Mold  4246,  Panels  4226,  4227,  4228 
Average  price  $9.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings -Panels 


Wheeling  Corrugating  Company. 

WheelMsW.¥a. 


Ceiling  Design  No.  8285 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4226,  4227,  4434,  Plate  4485 
Average  price  $10.45  per  square,  not  Including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WheeuiJgW.Va. 


Wheeling  CeiliNgs  - PaNels 


No.  4271  Ceiling  Panel 
1 H in.  deep  24  x 24  in. 

$9.50  per  square 


No.  4436  Ceiling  Panel 
1 VS  in.  deep  18  x 24  in. 
$9.50  per  square 


No.  4272  Ceiling  Panel  1 y%  in.  deep  24  x 48  in. 

$9.50  per  square 


No.  4437  Ceiling  Panel 
1 y&  in.  deep  18x18  in. 

$10.00  per  square 


No.  4498  Ceiling  Panel 
1 Y%  in.  deep  12x12  in. 

$10.50  per  square 


No.  4438  Ceiling  Panel 
1 / s in.  deep  12x18  in. 
$10.50  per  square 
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Wheeling  Ceilings- Panels 


Wheel*  CorrugatiMs  Company. 

WHEELIfJaW.VA. 


No.  4972  Left  12x24  in. 
$12.50  per  square 


No.  4971  24  x 24  in. 

$12.0®  per  square 


No.  4972  Right  12x24  in. 
$12.5®  per  square 


No.  4973  12  x 12  in. 
$13.00  per  square 


Detail  of  Interlocking  Joint,  Showing 
Concealed  Nail 


Panels  on  this  page  made  with  Interlocking  Joints 
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Wheeling  Corrugating  Company 

WheelkIgW.Va. 


Wheeling  CeiliNgs -PaNels 


Center  No.  4027 
Composed  of  Center  No.  4324 
and  Panels  No.  4439 


NOTE — Any  of  our  24  x 24  In.  Centers 
may  be  substituted  for  No. 
4324  if  so  specified. 


No.  4027  Center 


$2.20  each 


48  x 48  in. 


No.  4324  Center  1 'A  in.  drop  24  x 24  in. 
60  cents  each 


No.  4439  in.  deep  24x24  in. 
40  cents  each 


Ceiling  Design  No.  8132 


_ Composed  of  Cornice  4221,  Filler  4574,  Field  4497,  4498,  4271 
Average  price  (Standard  Bead  Joints)  $9.70  per  square,  not  including  furring  strips 
Average  price  (Interlocking  Joints)  $11.40  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings  - Panels 


Wheeling  CesHfflils  Company. 

Wheelh1gW.Va. 

f 


WheeldJgW.Va. 


Wheeling  Ceilings -Panels 
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Ceiling  Design  No.  8126  Composed  of  Cornice  4221,  Filler  4574,  Panels  4271,  4497,  4498 

Average  price  (Standard  Bead  Joints)  $9.90  per  square,  not  including  furring  strips 
Average  price  (Interlocking  Joints)  $11.69  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings- Panels 


Wheeling  CoRgpffiile  Company 

WheelsIgW.%. 
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Ceiling  Design  No.  8133 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4497,  4498,  4271,  4272 
Average  price  $9.70  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  off  room 


Wheeling  Corrugating  Company. 

Wheeli!Jg.W.Va. 


Wheeling  CeiliNgs -PaNels 
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Ceiling  Design  No.  8283 


Composed  of  Cornice  4220,  Filler  4574,  Panels  4497,  4498,  4439,  Plate  4503 
Average  price  $11.05  per  square,  not  Including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


- -y-  -?.(/■  - 
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Wheeling  Ceilings- Panels 


Wheeling  CoRgpiris  CompMy. 

Wheeld(qW.Va. 
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Composed  of  Cornice  4292,  Filler  4574,  Border  4225,  Beam  Mold  43©2,  Panels  4271,  4272 
Average  price  $12.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8073 


Wheeling  Corrugating  Company 

Wheeli(sW.Va.  Wheeling  -Ceilings  - Panels 
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CeOing  Design  No.  8074 


composed  of  Cornice  4292,  Filler  4574,  Border  4225,  Beam  Molds  4128,  4129,  Panels  4271 
Average  price  §10.80  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings  -PaiJels 


WheeliNgW.Va. 


No.  4872  Ceiling  Panel 
iy&  in  deep  24x24  in. 

$9.50  per  square 


No.  4871  Ceiling  Panel 
1 y%  in.  deep  12x24  in. 

$10.00  per  square 


No.  4874  Ceiling  Panel 
l^s  in.  deep  18x24  in. 
$9.50  per  square 


No.  4873  Ceiling  Panel  IH  in.  deep  24x48  in. 

$9.50  per  square 


No.  4870  Ceiling  Panel 
[-}£  in.  deep  12x12  in. 

$10.50  per  square 


No.  4876  Ceiling  Panel 
iy&  in  deep  12  x 18  in. 

$10.50  per  square 


No.  4875  Ceiling  Panel 
1 ' x in.  deep  18  x 18  in. 
$10.00  per  square 


Wheeling  Ceiling 


Wheeling  GorrugatiMg  Company 

WHEEUfJs.W.VA 


No.  4877  iy$  in.  deep  24  x24  in. 
40  cents  each 
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48  x 48  in. 


NOTE-  Any  of  our  24  x 24  inch  centers 
Shed  SUbSt'tUted  for  No-  4324>  ^ so 


No.  4324  Center  24  x 24  in. 

60  cents  each 


132 


Ceiling  Design  No.  8252 


Composed  of  Cornice  4299,  Filler  4574,  Panels  4870,  4871,  4872 
Average  price  S9.75  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WheelbIgW.Va. 


Wheeling  Ceilings -Panels 
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Ceiling  Design  No.  8251 


Composed  of  Cornice  4299,  Filler  4574,  Panels  4870,  4871,  4872 
Average  price  §10.00  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8271 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4872,  4873,  4874,  4875 
Average  price  $9.75  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WheeuiJgW.Va. 


Wheeling  Ceilings- PanIels 


Ceiling  Design  No.  8284 


Composed  of  Cornice  4221 . Filler  4574,  Panels  4870,  4871 , 4877,  Plate  4804 
Average  price  $10.85  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WheelbJg.W.Va. 
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Wheeling  Ceilings  -PaiJels 


No.  4643  Ceiling  Panel 


y in.  deep 
$8.50  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 


No.  4641  Ceiling  Panel  y in.  deep  24  x 48  in. 

Also  made  24  x24  in. 
and  12  x 12  in. 

$8.50  per  square 
12x12  in.  size  $9.50  per  square 


No.  4642  Ceiling  Panel  y in.  deep  12x48  in. 

Also  made  12x24  in. 


$8.50  per  square 
12x24  in.  size  $9.00  per  square 


No.  4645  Ceiling  Panel 
K in.  deep  18  x 18  in. 

$9.00  per  square 


No.  4644  Ceiling  Panel 


y in.  deep 
$8.50  per  square 


18  x 48  in. 
Also  made  18x24  in. 


No.  4646  Ceiling  Panel 
y in.  deep  12  x 18  in. 

$9.50  per  square 


Wheeling  Ceilings- PanJels 


No.  4943  Ceiling  Panel  24x24  in. 
$11.00  per  square 


No.  4942  Left.  Ceiling  Panel 
12  x 24  in. 

§11.50  per  Square 


No.  4942  Right.  Ceiling  Panel 
12  x 24  in. 

§11.50  per  square 
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No.  4947  Ceiling  Panel  24  x 24  in. 
§11.00  per  square 


No.  4945  Ceiling  Panel  18  x 18  in. 

§11.50  per  square 


No.  4946  Left.  Ceiling  Panel 
12  x 18  in. 

§12.00  per  square 


No.  4946  Right.  Ceiling  Panel 
12  x 18  in. 

§12.00  per  square 


No.  4941  Ceiling  Panel  12  x 12  in. 

§12.00  per  square 


No.  4944  Left.  Ceiling  Panel 
18x24  in. 

$11.00  per  square 


No.  4944  Right.  Ceiling  Panel 
18x24  in. 

§11.00  per  square 


Detail  of  Interlocking  Joint 
Showing  Concealed  Nail 


All  Panels  on  this  page  have  Interlocking  Joints 
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Wheeling  Ceilings -Panels 


Wheeling  Corrugating  Company. 

WheelbJgW.Va. 


No.  4020  Center  48x48  in. 

Composed  of  4 Panels  4647  and  Plate  4503 
$1.96  each 


* 


No.  4503  Center  Plate  24x  24  in. 
$9.00  per  square 


No.  4647  Ceiling  Panel 
Y in.  deep  24  x 24  in. 

40  cents  each 


Wheeling  Ceilings -PanIels 
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Ceiling  Design  No.  8290  Composed  of  Cornice  4292,  Filler  4574,  Panels  4641 

Average  price  (Standard  Bead  Joints)  $9.15  per  square,  not  including  furring  strips 
Average  price  (Interlocking  Joints),  $11.15  per  square,  not  including  furring  strips 
Note — Prices  vary  with  size  and  shape  of  room 
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Wheeling  Ceilings -Panels 


WheelbIgW.Va. 


Ceiling  Design  No.  8291  Composed  of  Cornice  4292,  Filler  4574,  Panels  4641,  4642  , 4643 

Average  price  (Standard  Bead  Joints)  $9.15  per  square,  not  including  furring  strips 
Average  price  (Interlocking  Joints)  $11.15  per  square,  not  including  furring  strips 
Note — Prices  vary  with  size  and  shape  of  room 


Wheeling  Corrugating  Company 
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wheeling  ceilings- Panels 


Composed  of  Cornice  4221,  Filler  4574,  Panels  4641,  4642,  4643 
Average  price  (Standard  Bead  Joints)  $9.50  per  square,  not  including  furring  strips 
Average  price  (Interlocking  Joints)  $11.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8292 
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Ceiling  Design  No.  8293 


Composed  of  Cornice  4197,  Filler  4574,  Panels  4641,  4642,  4647,  Center  Plate  4503 
Average  price  $10.50  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings 
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No.  4674  Ornamental  Beaded  Sheet 

$7.50  per  square 


Made  24x96  in. 
or  24  x 48  in. 


No.  4670  Ornamental  Beaded  Sheet 

$7.25  per  square 


Made  24  x 96  in. 
or  24  x 48  in. 


No.  4673  Ornamental  Beaded  Sheet  Made  24  x 96  in. 

$7.50  per  square  or  24x48  in. 


24x48  in. 
Also  made  24  x 24  in. 


No.  4146  Ceiling  Plate 


No.  4142  Ceiling  Plate 


$8.00  per  square 


$8.00  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 

or  24  x 96  in. 
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Wheeling  Ceilings 


WHEELIHG  CORgUGMiflG  COMPAQ 

Wheeling  WVa. 
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MonOOoS 


No.  4162  Ceiling  Plate 


$8.00  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 
or  24  x 96  in. 


No.  4802  Ceiling  Plate  24  x 48  in. 

Also  made  24x24  in. 
$8.00  per  square  or  24  x 96  in. 


No.  4177  Ceiling  Plate  24  x 48  in. 

$8.0©  per  square  Also  made  24  x 24  in. 


No.  gjg  Ceiling  Plate 


$8.0©  per  square 


24x48  in. 
Also  made  24  x 24  in. 

or  24  x 96  in. 


No.  4254  Ceiling  Plate  24x48  in. 

Also  made  24  x 24  in. 
$8.00  per  square  or  24  x 96  in. 


No.  4184  Ceiling  Plate 

$8.00  per  square 


24x48  in. 
Also  made  24  x 24  in. 
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WheeliiJgW.Va. 


Wheeling  Ceilings 


No.  4329  Corner  24  x24  in. 

$8.00  per  square 


No.  4307  Corner  24  x 24  in. 

$8.50  per  square 


No.  4309  Corner  24  x 24  in. 

$8.50  per  square 


No.  4203  Border 


$8.00  per  square 


24  x48  in- 
Also  made  24  x 24  in- 


No.  4306  Border 


$8.50  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 


No.  4308  Corner  24  x 24  in. 

$8.50  per  square 


$8.50  per  square 


Wheeling  Ceilings 


No.  4206  Ceiling  Plate  24x48  in. 

Also  made  24x  24  in. 
$8.50  per  square  or  24  x 96  in. 


No.  4207  Ceiling  Plate  24x48  in. 

Also  made  24  x 24  in. 
$8.50  per  square  or  24x  96  in. 


No.  4209  Ceiling  Plate 

$8.50  per  square 


24  x48  in. 
Also  made  24  x 24  in. 


No.  4267  Ceiling  Plate  24x48  in. 

$8.50  per  square  Also  made  24  x 24  in. 


24  x 48  in. 
Also  made  24x24  in. 

or  24x96  in. 


No.  4680  Ceiling  Plate 


No.  4199  Ceiling  Plate 


$8.00  per  square 


$8.50  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 
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Wheeling  Corrugating  Company 

WheeuNgW.Va. 


Wheeling  CeiliNgs 


-^No.  4204  Corner  24  x 24  in. 

$8.50  per  square 


j^No.  4205  Border 


$8.50  per  square 


24  x48  in. 
Also  made  24  x 24  in. 


-^No.  43.10  Corner  24  x 24  in. 

$8.50  per  square 


No.  4208  Ceiling  Plate 
1 y*  in.  deep  24  x 24  in. 

$9.00  per  square 


No.  4204  Ceiling  Plate 

$8.50  per  square 


24  x48  in. 
Also  made  24  x 24  in. 


No.  4256  Ceiling  Plate  % in.  deep 

$9.00  per  square 


24  x 48  in. 
Also  made  24  x 24  in. 


No.  4187  Wall  Plate  24x4Sin. 

Also  made  24  x 9b  in. 

or  24  x 72  in. 
$8.00  per  square 


Wheeling  Ceilings 


WHEELING  CORBUGfflflG  Company. 

WheeluIgW.Va. 


Ceiling  Design  No.  8032 


Composed  of  Foot  Mold  4182,  Cove  4215,  Mold  4169,  Border  4208,  Corner  4180,  Field  4208,  4267 
Average  price  $9.95  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  ©f  room 


Wheeling  CeiliNgs 
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Wheeling  Corrugating  Company, 

WheeliNgW.Va. 
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Ceiling  Design  No.  8227 


Composed  of  Cornice  4292,  Filler  4574,  Border  4271,  Mold  4241,  Field  4256 
Average  price  $9.95  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings 


WHEEUfiQW.VA. 


Ceiling  Design  No.  8107 


Composed  of  Cornice  4222,  Filler  4807,  Border  4306,  Field  4769 
Average  price  §9.20  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8109 


Composed  of  Cornice  4299,  Filler  4574,  Border  4766,  Field  4769 
Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  CeiliNgs 


Wheeling  Corrugating  Company 

WheelhJgW.Va. 


Ceiling  Design  No.  8225 
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Composed  of  Cornice  4292,  Filler  4574,  Border  4205,  Mold  4241,  Field  4204 
Average  price  $9.55  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8238 


Composed  of  Cornice  4292,  Filler  4574,  Border  4205,  Mold  4241,  Field  4680 
Average  price  $9.55  per  square,  not  including  furring  strips 
Note — price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings 


Wheeling  Corrugating  Company 

WheelhJgW.Va. 
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Ceiling  Design  No.  8258 


Composed  of  Cornice  4292,  Filler  4574,  Border  4205,  Mold  4241,  Field  4209 
Average  price  $9.55  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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WHEELItJs.W.VA. 


Wheeling  CeiliNgs 
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Ceiling  Design  No.  8274 


Composed  of  Cornice  4292,  Filler  4574,  Border  4205,  Field  4207 
Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8233 


Composed  of  Cornice  4292,  Filler  4574,  Border  4205,  Field  4206 
Average  price  $9.!0  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeli(1g.W.Va. 


Wheeling  Ceilings 
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Ceiling  Design  No.  8228  Composed  of  Cornice  4299,  Filler  4263,  Border  4316,  Field  4496 

Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings 


Wheeling  Corrugating  Company 

WheeliiJgW.Va. 


11 

11! 

Hi 

Ceiling  Design  No.  8270  Composed  of  Cornice  4292,  Filler  4263,  Border  4316,  Field  4267 

Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugating  Company. 

WheeliNgW.Va. 


Wheeling  CeiliNgs 
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Ceiling  Design  No.  8232 


Composed  of  Cornice  4197,  Filler  4574,  Field  4267 
Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  CeiliMgs 


Wheeling  Corrugating  Company. 

WheeluJqW.Va. 


Ceiling  Design  No.  8265 


Composed  of  Cornice  4292,  Filler  4263,  Border  4316,  Field  4207 
Average  price  $9.10  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugating  Company 

WheelhIg.W.Va. 


Wheeling  Ceilings 


Ceiling  Design  No.  8253 


Composed  of  Cornice  4301,  Filler  4263,  Border  4316,  Field  4206 
Average  price  $8.9®  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8229 


Wheeling  CeiliNgs 


Wheeling  Corrugating  Company 

WheelhIgW.Va. 


Composed  of  Cornice  4197,  Filler  4263,  Border  4509,  Field  4199 
Average  price  $8.90  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WheeluIgW.Va. 


Wheeling  Ceilings 
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Ceiling  Design  No.  8230 


Composed  of  Cornice  4197,  Filler  4574,  Field  4199 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings 


Wheeling  Ccrmsh*  Company. 

WheelMgMVa. 


Ceiling  Design  No.  8151 
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Wheeling  Ceilings 
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Ceiling  Design  No.  8110  Composed  of  Cornice  4222,  Filler  4807,  Border  4306,  Field  4680 

Average  price  S9.20  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


? 
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Wheeling  Ceilings 


Wheeling  Corrugating  Company 

WHEELIflG.W.VA. 


Ceiling  Design  No.  8103 


Composed  of  Cornice  4761,  Filler  4807,  Border  4306,  Field  4207 
Average  price  $9.05  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings 
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Wheeling  Corrugating  Company. 

Wheeli^gW-Va 


Ceiling  Design  No.  8105 


Composed  of  Cornice  4761,  Filler  4807,  Border  4306,  Field  4206 
Average  price  $9.05  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  $hape  of  room 
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Wheeling  Ceilings 


Wheeling  Corrugating  Company 

WheeliiJg.W.Va. 


Ceiling  Design  No.  8108 


Composed  of  Cornice  4197,  Filler  4807,  Border  4306,  Field  4496 
Average  price  $9.05  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings 


Ceiling  Design  No.  8101 


Composed  of  Cornice  4197,  Filler  4807,  Border  4306,  Field  4184 
Average  price  $8.80  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings 


Ceiling  Design  No.  8102 


Composed  of  Cornice  4197,  Filler  4807,  Border  4306,  Field  4802 
Average  price  $8.80  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


WheelkJgW.Va. 


Wheeling  CeiliNgs 
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Ceiling  Design  No.  8106  Composed  of  Cornice  4197,  Filler  4807.  Border  4306,  Field  4254 

Average  price  §8.80  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings 


Wheeling  Corrugating  Company. 

WheelbIs.W.Ya. 


Ceiling  Design  No.  8104 


Composed  of  Cornice  4222,  Filler  4807,  Border  4306,  Field  4S77 
Average  price  $8.80  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings 
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Ceiling  Design  No.  8112  Composed  of  Cornice  4222,  Filler  4807,  Border  4306,  Field  4146 

Average  price  $8.80  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings 


Wheeling  CoRepnniQ  Compan’y 

Wheelb1gW.Va. 
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Ceiling  Design  No.  8113 


Composed  of  Cornice  4197,  Filler  4807,  Border  4306,  Field  4162 
Average  price  $8.80  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugating  Company 

WheelijIg.W.Va. 


Wheeling  CeiliNgs 
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Ceiling  Design  No.  8100 


Composed  of  Cornice  4197,  Filler  4574,  Border  4203,  Field  4184 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 
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Wheeling  Ceilings 


Wheeling  Cgrrugatihg  Company. 

WheeliIsMYa. 


Ceiling  Design  No.  8231 


Composed  of  Cornice  4197,  Filler  4574,  Border  4203,  Field  4254 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugating  Company 

WheeliiIg.W.Va. 


Composed  of  Cornice  4197,  Filler  4574,  Border  4203,  Field  4268 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Ceiling  Design  No.  8266 


Wheeling  Ceilings 


Wheeling  CormgatiiIg  Company. 

Wheem*1(iW.Va. 


Ceiling  Design  No.  8264 


Composed  of  Cornice  4197,  Filler  4574,  Border  4203,  Field  4802 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Corrugats.Ms  Company 

Wheeli(IgW.Va. 


179 


Wheeling  Ceilings 


Ceiling  Design  No.  8267 


Composed  of  Cornice  4197,  Filler  4574,  Border  4203,  Field  4177 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings 


Wheeling  Corrugating  Company 

WheelhIsW.Ya, 


Ceiling  Design  No.  8236 


Composed  of  Cornice  4197,  Filler  4574,  Border  4203,  Field  4162 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note  Price  varies  with  size  and  shape  of  room 


Wheeling  Cofrugati^g  Company. 

WHEEL!daW.V&. 


Wheeling  Ceilings 
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Ceiling  Design  No.  8237 


Composed  of  Cornice  4197,  Filler  4574,  Border  4203,  Field  4146 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 
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Wheeling  CeiliNgs 


Wheeling  Corrugating  Company 

WheeldIsW-Va. 


Composed  of  Cornice  4197,  Filler  4574,  Border  4203,  Field  4142 
Average  price  $8.65  per  square,  not  including  furring  strips 
Note  Brice  varies  with  size  and  shape  of  room 
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Average  price  $7.85  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings 


Wheeling  CoifUGHis  Company 

WhEEMIg.W.Va. 


Ceiling  Design  No.  8353 


Composed  of  Cornice  4836,  Field  4669 
Average  price  $7.85  per  square,  not  including  furring  strips 
Note  Price  varies  with  size  and  shape  of  room 


Wheeling  CorugmiIg  Company 

WheelbJgW.Va. 


Wheeling  Ceilings 
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8£  mg  esiga  o.  8263  Composed  of  Cornice  Mold  419®,  Field  4673 

Average  price  $7.85  per  square,  not  including  furring  strips 
Note — Price  varies  with  size  and  shape  of  room 


Wheeling  Ceilings 


Wheeling  CorughiiIg  Comply 

WheeusIsW.Va. 


Ceiling  Design  No.  8261 


Composed  of  Comice  Mold  4293,  Field  4670 
Average  price  $7.70  per  square,  not  including  furring  strips 
Note— Price  varies  with  size  and  shape  of  room 


Wheel*  Corrugm*  Company. 

WhEEL»IgW.Va. 


Wheeling  Ceilings 
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Wall  Design  No.  8168  Composed  of  Cornice  4197,  Frieze  4198, 
Wall  Plate  4142,  Rail  4538,  Wainscot  4387 
Average  price  $8.50  per  square,  not  including  cornice 


Wall  Design  No.  8157  Composed  of  Cornice  4197,  Frieze  419S 
Plate  4187,  Rail  4538,  Wainscot  43S7 
Average  price  $8.50  per  square,  not  including  cornice 


Note — Prices  vary  with  height  of  room 


Wheeling  Ceilsn'qs 


Wall  Design  No.  8166  Composed  of  Cornice  4354, 

Plate  4254,  Rail  4538,  Wainscot  4387 
Average  price  §8.35  per  square,  not  including  cornice 


Note — Prices  vary  with  height  of 


Wheeling  Corrugating  Company 

WheelqTqW Ml 
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Wall  Design  No.  8163  Composed  of  Cornice  4354, 

Plate  4184,  Rail  4538,  Wainscot  4387 
Aveage  price  $8.35  per  square,  not  including  cornice 


Wheeling  Corrugating  Company 

WheeuNg.W.Va. 


Wheeling  CeiliNgs 


Wall  Design  No.  8169  Composed  of  Cornice  4197, 

Wall  Plate  4674,  Rail  4538.  Wainscot  4387 
Average  price  $8.15  per  square,  not  including  cornice 


Note — Prices  vary  with  height  of 
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wan  design  ino.  bi/u 


composed  oi  Liornice  4197 


Wall  Plate  4669,  Rail  4538,  Wainscot  4387 
Average  price  $8.15  per  square,  not  including  cornice 


Wheeling  Ceilings 


Wheeling  CgrugatiiIg  Company. 

WheelijIsW.Va. 
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Wall  Design  No-  8165  Composed  of  Cornice  4354, 

Wall  Plate  4670,  Rail  4353,  Wainscot  4387 
Average  price  $7.90  per  square,  not  including  cornice 


Wall  Design  No.  8167  Composed  of  Cornice  4354 

Plate  4673,  Rail  4353,  Wainscot  4387 
Average  price  $8.00  per  square,  not  including  cornice 


Note — Prices  vary  with  height  of  room 
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Wheeling  Corrugating  Company 

WheeldIgW.Va. 


Wheeling  Ceilings  - Centers 


No.  4326  Center  9 in.  dimiieter 
30  cents  each 


No.  4325  Center  22  in.  diameter 
60  cents  each 


No. 


1804  Zinc  Center  19'..  in.  diameter 
$3.00  each 


No.  1865  Zinc  Center  28  in.  diameter 
$6.00  each 
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Wheeling  Ceilings -Centers 


Wheeling  Corrugating  Company 

WheeluJgWYa. 


( No.  4180  Center  2%  in.  drop  24  x 24  in. 
60  cents  each 


No.  4487  Center  2 1 _•  in.  drop 
80  cents  each 


24  x 24  in. 


No.  4386  Center  l $4  in.  drop  24  x 24  in. 
60  cents  each 


No.  1012  Zinc  Ventilating  Center  36  x 36  in. 

$12.00  each 


1013  Zinc  Ventilating  Center 
24  x 24  in. 

$7.00  each 


No.  4400  Center  iyZ  in.  drop  24  x 24  in. 
80  cents  each 
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Wheeling  Ccrrugatin’g  CgmfaMy. 

Wheei^sW.Va. 


Wheeling  Ceiu^gs  - Centers 


No.  4252  Center  48  x 48  in. 

Composed  of  4 Plates  4427 
SI. 48  each 


No.  4022  Center  48  x 48  in. 

Composed  of  Center  4324,  Mold  4246 
$2.24  each 


No.  4003  Center  48  x 48  in. 

Composed  of  Center  4180,  Mold  4241 
$2.24  each 


No.  4012  Zinc  Ventilating  Center 
48  x 48  in. 

Composed  of  Center  1012,  Mold  4182 
$13.08  each 


No.  4013  Zinc  Ventilating  Center 
48  x 48  in. 

Composed  of  Center  1013,  Mold  4246 
$8.64  each 


No.  4010  Center  48x48  in. 

Composed  of  Center  4181,  Mold  4246 
$2.44  each 


No.  4015  Center  48  x48  in. 

Composed  of  4 Plates  4307 
$1.36  each 


No.  4016  Center  48x48  in. 

Composed  of  Center  4324,  Mold  4169 
$2.12  each 


No.  4018  Center  48  x 4S  in. 

Composed  of  Center  4324,  Mold  4241 
$2.24  each 


No.  4321  Corner  18x18  in. 

$9.00  per  square 


Wheeling  Ceilings -Borders 


No.  4317  Border 


$8.50  per  square 


18x48  in. 
Also  made  18x24  in. 


No.  4332  Corner  24  x 24  in. 

$8.50  per  square 


No.  4316  Border 


$8.50  per  square 


24x48  in. 
Also  made  24  x 24  in. 


No.  4446  Corner  12  x 12  in. 

10  cents  each 


No.  4318  Border 


$8.50  per  square 


12  x 48  in. 
Also  made  12  x 24  in. 


Wheeling  CeRgpfflilG  ComhuJy 

WheelijIqW.Ya. 


No.  4323  Corner  18  x 18  in. 

$9.0©  per  square 


No.  4320  Corner  24x24  in. 

$8.50  per  square 


No.  4331  Tee  24x24  in. 

$8.50  per  square 


Wheeling  Corrugates  Comply. 

WkeeuhsW'4 

%■  /r  . yf^yf*  J*s 

gpczs 

7ZL 

5-  <€5  -■€>  ^ 

j r - 

V’gg 


Wheeling  Ceilings -Fillers 
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No.  4575  Corner  24  x 24  in. 

*m,  Also  made  18x18  in. 

or  12  x 12  in. 
$8.50  per  square 


No.  4574  Filler 


^ ^ ^ ; 
??  /!x  /x  r~ vCi”  * >»  r* i jjmf  i r/if  1 ^ 


3.  4263  Filler 


$8.00  per  square 


24  x 48  in. 
Also  made  24  x 96  in. 


4808  Filler 


/ / t 24  x48  in. 

Also  made  8,  10,  52,  14,  16,  18  or  20  in.  wide 
$8.00  per  square 


No.  4576  Corner  24  x 24  in. 

■ — Also  made  18x18  in. 

or  12  x 12  in. 
$8.50  per  square 
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\Ci\0ilPi\Pi\Q\Pi 

\OllCi\Ct\ctt 


No.  4219  Filler 


$8.00  per  square 


24  x 48  in. 
Also  made  24  x 96  in. 


i v.r  v,f  b'Jr  \vj  \i£  bk  V V 2l  2sL  2st 

b>~  j v,:  v,”  k * 1 v;r 1 1 </»* ! * V- ~ ~j>-  "r  | 
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-&Ui'TZ 

-y|  /|  ^ _v-y.  \-i'_ 

%C*  ~*M  h*- 

hOr- 

* i* 

I 1 Jt~  'r-  | 

$8.0®  per  square 


24  x 48  in. 
Also  made  24  x 96  in. 


No.  4809  Filler 


$8.00  per  square 


24  x 48  in. 
Also  made  24  x 96  in. 


1% 


Wheeling 


No.  4499  Filler  24  x 48  in, 

$8.00  per  square 


No.  4551  Filler 


$8.00  per  square 


24x48  in. 


No.  4633  Filler 


$8.00  per  square 


24x48  in. 


Fillers 


Wheeling  Corrugating  Company 

WheeliiIgW.Va. 


No.  4500  Filler 


24  x 48  in. 
Also  made  24x96  in. 


per  square 


No.  4552  Filler 


$8.00  per  square 


24  x 48  in. 
Also  made  24  x 96  in. 
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No.  4632  Filler 


$8.0©  per  square 


24  x 48  in. 
Also  made  24  x 96  in. 


f 


4 


A 
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Wheeling  Corrugates  Company 

WhEEL1?Jg.W.Va. 


Wheeling  CeilEgs  - Fillers 


No. 


4806  Filler 


$8.0 


per  square 


24x48  in. 
Also  made  24  x 96  in. 


No.  4807  Filler 


S8.00  per  square 
Width  of  center  ornament 


24x48  in. 
Also  made  24  x 96  in. 

6 in. 


No.  4255  Filler 


$8.00  per  square 


24x48  in. 
Also  made  24  x 96  in. 


-^No.  4348  Wall  Plate  or  Filler 

$8.00  per  square 


24x48  in. 
Also  made  24  x 96  in. 
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Wheeling  Metal  Tile 


Wheeling  Corrugating  CompaiIy. 

WhEELDIgW.Va. 


* 


No.  4101—1 K x 6 in.  Tile 


24  x 48  in. 
or  24  x 96  in. 


$9.00  per  square 


No.  4102 — 3 x 3 in.  Tile 


$9.00  per  square 


24  x 48  in. 
or  24  x 96  in. 


ABC  0 

No.  4110— Tile  Cap  2^x48  in. 

A — 5 cents  per  lineal  foot 
B and  C — 6 cents  per  lineal  foot 
D — 7 cents  per  lineal  foot 


"^C~No. 


4115— Tile  Base 


cents  per  lineal  foot 


9x48  in. 


or  24  x 96  in. 


$9.00  per  square 


No.  4103 — 6 x 6 in.  Tile 


$9.00  per  square 


24  x48  in. 
or  24  x 96  in. 


No.  4105— Tiling 


$8.00  per  square 


24x48  in. 
or  24  x 96  in. 


I 


Wheeling  Corrugating  Company. 

WheeliNgW.Va. 


Wheeling  CeiliNgs  -Coves 


No.  4672  Gove  Coved  to  18  in.  radios  27  in.  girth 
24  cents  per  lineal  foot 


No.  4658  Cove  Coved  to  18  in.  radius  27  in.  girth  48  in.  long 
24  cents  per  lineal  foot 


No.  4215  Cove  Coved  to  18  in.  radius 
32  in.  girth  24  x32  in. 

25  cents  per  lineal  foot 


No.  4176  Cove 


Coved  to  12  in.  radius  24  in.  girth  48  in.  long 
18  cents  per  lineal  foot 


No.  4394  Cove  Coved  to  12  in.  radius  24  in.  girth  -IS  in.  long 
18  cents  per  lineal  foot 
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Wheeling  Celias- Cornices 


Wheeling  Corrugates  CompajIy. 

WheeldIsW.^. 


No.  4251  Cornice  I2J<  in.  projection  \1%  in.  deep  48  in.  long 

Also  made  24  in.  long 

22  cents  per  lineal  foot 


Cornices  4250  and  4251  have  the  same  profile  and  can  be  used  together 


80  cents  each 


75  cents  each 


Wheeling  Corrugates  Company 

WheelbIsW.Va. 


Wheeling  Ceilings — CorisItces 
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No.  4349  Cornice  10  in.  projection  16  in.  deep  48  in.  long 
20  cents  per  lineal  foot 


No.  4349  Inner  Milre 


No.  4349  Outer  Mitre 


75  cents  each 


No.  4220  Cornice  11  in.  projection  12 J/s  in.  deep  48  in.  long 
20  cents  per  lineal  foot 


No.  4220  Inner  Mitre 

75  cents 


No.  4220  Outer  Mitre 

each 


No.  4640  Inner  Mitre 


No.  4640  Outer  Mitre 


No.  4640  Cornice  12  in.  projection  11  '4  in.  deep  48  in.  long 
2©  cents  per  lineal  foot 


75  cents  each 
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Wheeling  CeiliNgs -Cornices 


WheeliMq  Corrugates  Company; 

Wheeli^gW-Va. 


No.  4555  Cornice 


11 in.  projection  10  in.  deep 
20  cents  per  lineal  foot 


No.  4555  Inner  Mitre 


75  cents  each 


No.  4555  Outer  Mitre 


No.  4556  Cornice  12  >2  in.  projection  12 'A  in.  deep  48  in.  long 
20  cents  per  lineal  foot 


No.  4660  Cornice  11  in.  projection  10K  in.  deep  48  in.  long 
17  cents  per  lineal  foot 


No.  4660  Inner  Mitre 


No.  4660  Outer  Mitre 

75  cents  each 


No.  4411  Cornice  4 1 4 in.  projection  13  in.  deep  48  in.  long 
15  cents  per  lineal  foot 


MiH 


No.  4411  Inner  Mitre 


fM 


No.  4411  Outer  Mitre 
50  cents  each 


Wheeling  Ccrrugaiing  Company 

Wheeli^gW-Va. 
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Wheeling  Ceilings- Cornices 


^1N 


o 


. 4815  Cornice 


6 yi  in.  projection  8l/&  in.  deep 
12  cents  per  lineal  foot 


48  in.  long 


No.  4222  Cornice  6 in.  projection  7 in.  deep  48  in.  long 
13  cents  per  lineal  foot 


No.  4619  Cornice  8 in.  projection  7 in.  deep  48  in.  long 
14  cents  per  lineal  foot 


|/h 


422 S Inner  Mitre 


75  cents  each 


No.  4221  Outer  Mitre 


50  cents  each 


No.  4619  Inner  Mitre 

60  cents  each 


No.  4619  Outer  Mitre 
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Wheeling  Ceilings  - Cornices 


WheeliMg  Ccrrugatshg  Company. 

WhielhJ6W.Va, 


h— H 


ir 


No.  4469  Cornice  5 in.  projection  9K  in*  deep  48  in.  long 
13  cents  per  lineal  foot 


No.  4469  Inner  Mitre 


No.  4469  Outer  Mitre 

50  cents  each 


No.  4470  Cornice  in.  projection  in.  deep  48  in.  long 

11  cents  per  lineal  foot 


/>V'V 


No.  4470  Inner  Mitre 

5®  cents  each 


No.  4470  Outer  Mitre 


No.  4761  Cornice  8 in.  projection  7 '/$  in.  deep  48  in.  long 
13  cents  per  lineal  foot 


m 


j,y  l.V  Jy’ jy  J : K K it  J V W J V J V 1 


No.  4292  Cornice  6}4  in.  projection  6 14  in.  deep 

12  cents  per  lineal  foot 


i.  long 


No.  4299  Cornice  4 in.  projection  5'/i  in.  deep  48  in.  long 
9 cents  per  lineal  foot 


5©  cents  each 


Wheeling  Corrusat^g  Company 

WhEELIIsW.Va, 


Wheeling  Ceilings  - Cornices 


o.  4197  Comice 


5)4  in.  projection  5)4  in.  deep  48  in.  long 
10  cents  per  lineal  foot 


J^No.  4197  Inner  Mitre 


5®  cents  each 


AXAiUA 

iwi'ipiptptpt»rpipiinptritr>triF>p'*’r’n'f<irir‘ir‘'r*rt"n 


h- 


No.  472©  Cornice  4 ]/2  in.  projection  5)4  in.  deep  48  in.  long 

9 cents  per  lineal  foot 


No.  472®  Inner  Mitre 


5®  cents  each 


o.  472®  Outer  Mitre 


\ 


No.  4266  Cornice 


4)4  in.  projection  6^  in.  deep 
10  cents  per  lineal  foot 


48  in.  long 


No.  4354  Cornice 


4>s  in.  projection  4)4  in.  deep  48  in.  long 
8 cents  per  lineal  foot 


No.  4671  Cornice  6 in.  projection  5)4  in.  deep  48  in.  long 
12  cents  per  lineal  foot 


No.  4867  Cornice  3)4  in.  projection  3)4  in.  deep  48  in.  long 
6 cents  per  lineal  foot 
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Wheeling  Ceilings  - Cornices  WheelMg  Cormgaj£s  Company 

WHEELIh'S.W.Vk 


No.  4301  Cornice  3K  in.  projection  4 in.  deep  48  in.  Jong 
8 cents  per  lineal  foot 


No.  4301  Inner  Mitre  No.  4301  Outer  Mitre 

4©  cents  each 


No.  4836  Cornice  4^  in.  projection  4 in.  deep  48  in.  long 
8 cents  per  lineal  foot 


No.  4836  Inner  Mitre 


40  cents  each 


No.  4836/Outer  Mitre 


No.  4190  Cornice  3 in.  projection  4 in.  deep  48  in.  long 

7 cents  per  lineal  foot 


RfWRfWl  f ft  ijl  f p f ? rj i v w 


No.  4147  Foot  Mold 


7 cents  per  lineal  foot 


4j<4  x 48  in. 


No.  4190  Inner  Mitre 

40  cents  each 


No.  419©  Outer  Mitre 


No.  4838  Cornice 


2 X in-  projection  2K  in.  deep 
5 cents  per  lineal  foot 


48  in.  long 


- f f n f n f iw  tflff  tiff  ni'f  W'f  n,:f  ri 


No.  4148  Foot  Mold 


8 cents  per  lineal  foot 


4X  x 48  in. 


No.  4261  Cornice  3^  in.  projection  4^  in.  deep  48  in.  long 
7 cents  per  lineal  foot 


o.  4198  Frieze 


9 cents  per  lineal  foot 


12x48  in. 


No.  4847  Foot  Mold 

6 cents  per  lineal  foot 


23.<  x 48  in. 


No.  4218  Picture  Mold 

6 cents  per  lineal  foot 


7 


S 


i 


f 


Wheeling  CorughMs  Company. 

Wheelii1gW.Va. 


Wheeling  Ceilings — Molds 
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No.  4242  Cross 


No.  4678  End  Cap 


No.  4169  Mold 


in.  deep 

12  cents  per  lineal  foot 


12x48  in. 


No.  4170  Cross 


No.  4246  Mold  \y^  in.  deep  12x48  in. 

13  cents  per  lineal  foot 


No.  4247  Cross 


no.  •iz'to  i ee 


15  cents  each 


1>U.  ‘tfiV  I'.  1 1 


No.  4679  End  Cap 


No.  4193  Cross 


No.  4194  Tee  No.  4195  Ell  No.  4677  End  Cap 

16  cents  each 


Wheeling  Ceilings -Molds 


WheelsMq  Corugh*  Company 

WheelMsW-Va. 


No.  4231  Gross 


No.  4232  Tee 
8 cents  each 


No.  4233  Ell 


No.  4230  Mold 


8 cents  per  lineal  foot 


6 x < 


Jf<  No. 


4540  Mold 


8 cents  per  lineal  foot 


6 x 48  in. 


No.  4541  Gross  No.  4542  Tee 

8 cents  each 


a 

No.  4543  Ell 


No.  4258  Cross  No.  4259  Tee 

7 cents  each 


No.  426®  Ell 


No.  4257  Mold 


7 cents  per  lineal  foot 


6 x 48  in. 


Wheeling  Corrugating  Company 

Wheil»!sW.Ya. 


Wheeling  CeiliNgs 


No.  4780  Mold  6 x 48  in. 

8 cents  per  lineal  foot 


No.  4287  Mold  6 x 48  in. 

6 cents  per  lineal  foot 


No.  4239  Mold  6x48  in. 

6 cents  per  lineal  foot 


No.  4265  Mold 


5 cents  per  lineal  foot 


x 48  in. 


No.  4843  Mold 


5 cents  per  linealgfoot 


4 x 48  in. 


No.  4839  Mold 


5 cents  per  lineal  foot 


Molds 
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No.  4780  Gross 


No.  4780  Tee 
8 cents  each 


No.  4780  Ell 


No.  4287  Cross  No.  4287  Tee  No.  4287  Ell 

6 cents  each 


No.  4239  Cross 


No.  4239  Tee 
6 cents  each 


No.  4239  Ell 


No.  4843  Cross 


No.  4839  Cross 


B 

No.  4265  Tee 
5 cents  each 


No.  4843  Tee 
5 cents  each 


No.  4839  Tee 
5 cents  each 


No.  4265  Ell 


No.  4843  Ell 


No.  4839  Ell 
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Wheeling  Ceilings 


o 


* 

ESS 

No.  4288  Mold 

6 cents  per  lineal  foot 

4 x 48  in. 

,r,r  * " 

,\t.r  - ,\i.T  ' /'•r,t  ’/'*(*  'jf  - r( r 

■vvi>*  W f/r  Y 

No.  4289  Mold 

4 x 48  in. 

5 cents  per  lineal  foot 

> 


} 

> 


% 


No.  4290  Mold 


4 cents  per  lineal  foot 
No.  4290  G-5  cents  per  lineal  foot 


3 x 48  in. 


> 


No.  4133  Outer  Nosing 

4 cents  per  lineal  foot 


2 x 48  in. 


c? 


No.  4179  FootlMold 


6 cents  per  lineal  foot 


4 x 48  in. 


rn'?y?r<TWTfTrr(nr7nrr-T  rrrrnTT^i rt  r7  * \ / j /,  jr  \ ■ i n n 


No.  4183  Ell 
8 cents  each 


No.  4381  Foot  Mold 


6 cents  per  lineal  foot 


6 x 48  in. 


Molds 


WheeliiJgW.Va. 


No.  4860  Mold 


6 cents  per  lineal  foot 


4^  x 48  in. 


SHoaaaa  as  as  ^ ^ aa  a-.*,  a.*  a.*.  ^ tu 

No.  4291  Mold  1 x 48  in. 

3 cents  per  lineal  foot 


% 


No.  4311  Nosing 


% in.  bead  1 in.  aprons  48  in.  long 
4 cents  per  lineal  .foot 


A B 


« 


No.  4134  Inner  Nosing  2x48  in. 

4 cents  per  lineal  foot 


No.  4391  Foot  Mold 


9 cents  per  lineal  foot 


6 x 48  in. 


Wheeling  CeiliNgs -Molds 


No.  4424  Mold 


7 cents  per  lineal  foot 


6 x 48  in. 


No.  4302  Beam  Mold 

10  cents  per  lineal  foot 


6 x 48  in. 


No.  4303  Cross  No.  4304  Tee 

20  cents  each 


No.  4305  Ell 


No.  4125  Beam  Mold 

8 cents  per  lineal  foot 


6 x 48  in. 


No.  4130  Cross 


No.  4131  Tee 
8 cents  each 


No.  4132  Ell 


No.  4126  Beam  Mold 

8 cents  per  lineal  foot 


6 x 48  in. 


No.  4127  Beam  Mold  6x36  in. 

Also  made  6 x 18  in. 
8 cents  per  lineal  foot 


No.  4128  Beam  Mold 


6 x 48  in. 
Also  made  6x24  in. 


No.  4129  Beam  Mold 


6 x 48  in. 


8 cents  per  lineal  foot 


8 cents  per  lineal  foot 
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Metal  Counter  Fronts- ECONOMICAL  AND  SANITARY 


Wheel*  Corhjgm*  Comply 

WheelhIsW.Va. 


DESIGN  “A” 

Mold  4299  Plate  4871 


DESIGN  “B” 

Mold  4469  Plate  4467 


DESIGN  “C” 

Mold  4299  Plate  4494 


DESIGN  “D” 

Mold  4299  Plate  4205 


DESIGN  “G” 

Mold  4299  Plate  4356 


DESIGN  “H” 

Mold  4299  Plate  4203 


DESIGN  “I” 

Mold  4299  Plate  4146 


Durable  and  low  in  cost.  Cannot  split  or  become  water-soaked.  Cannot  swell,  shrink  or  warp.  Artistic,  decorative  and  easily  kept  clean. 

Send  diagrams  and  we  will  make  drawings  and  quote  you  attractive  prices. 


WHEEL*  CORRL'GAI*  COMPANY. 

WheeliiIsW.Va. 


Metal  Shingles 


THE  ORNAMENTAL  AND  PERMANENT  ROOF 

Metal  Shingles  are  for  all  roofs  having  one-fourth  or  greater  pitch,  and  are  particularly  adapted  to  bay  windows,  dormers, 
gables,  mansards,  porches,  towers,  etc.,  and,  in  fact,  any  place  where  slate  or  wooden  shingles  can  be  used.  They  are  also  suitable  for 
siding,  and  are  used  by  many  people  for  this  purpose. 

Our  Metal  Shingles  are  absolutely  water-proof  and  weather-proof,  affording  the  greatest  amount  of  protection  to  a building 
and  its  contents. 

They  are  fire-proof  and  lightning-proof,  which  not  only  increases  their  protective  qualities,  but  offers  a saving  in  the  cost  of 
fire  insurance. 

It  is  in  the  locking  device  that  the  success  of  our  shingles  lies.  The  accompanying  profile  shows  our  lock  and  how  it  is 
formed,  and  you  will  note  that  while  the  shingles  fit  closely  together,  there  is  sufficient  room  for  them  to  automatically  contract  and 
expand. 


Profile  of  our  new  lock,  showing  how  the 
shingles  fit  together  when  applied 


Gross  section  showing  how  the  shingles  overlap  when  applied 
This  overlap  is  a new  feature 


Made  from  the  best  full-weight  IC 
Worcester  grade  terne  roofing  plate.  Are 
galvanized  or  painted  after  being  stamped 


Their  construction  and  the  way  they 
lock  together  and  are  applied  form  the 
only  perfect  system  of  contraction  and 
expansion  so  essential  to  a good  roof. 


Group  of  Ohio  Cluster  Shingles 
Made  in  one  size  only  20  x 28  In. 


Group  of  Dixie  Shingles 
Made  in  three  sizes  7 x 10  in. 

10  x 14  in. 
14  x 20  in. 


Group  of  Stella  Shingles 
Made  in  one  size  only  10  x 14  in. 


^ 

Group  of  Wheeling  Shingles 
Made  in  one  size  only  10  x 14  in. 


FOR  FULL  INFORMATION  ASK  FOR  OUR  SHINGLE  BOOK 


Group  of  Virginia  Shingles 
Made  in  three  sizes  7 x 10  in. 

10  x 14  in. 
14  x 20  in. 
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Titf  aHdTer^e  Roofing  Plates 


Wheeling  CgrrugaioIg  CompafIy. 

Wheeli^W-Va. 


OLD  STYLE  TERNE  PLATES,  NEW  METHOD  TERNE  PLATES,  COMMON  TERNE  PLATES, 

GENUINE  CHARCOAL  IRON  TERNE  PLATES 

On  this  page  we  bring  to  your  attention  our  line  of  Roofing  Plates*  You  will  observe  that  there  are  eighteen  different  kinds, 
carrying  from  8 to  47  pounds  coating.  Our  47  pounds  coated  plate — Whitaker — is  the  heaviest  coated  roofing  plate  that  is  made  in  the 
world,  and  every  box  carries  the  coating  that  is  stamped  on  each  sheet. 

The  greatest  care  is  exercised  in  the  manufacture  of  our  Roofing  plates.  We  make  them  honestly,  employ  none  but  skilled 
workmen,  and  guarantee  our  different  brands  to  be  equal  in  quality,  if  not  superior,  to  any  plates  that  are  made  carrying  the  same  weight 
of  coating. 

Every  sheet  of  the  different  brands  is  stamped  with  the  name,  gauge  and  weight  of  coating,  and  any  test  will  show  that  the 
coating  we  advertise  is  really  on  the  plates. 

We  have  not  spent  much  money  in  advertising  these  plates,  but  we  have  spent  much  in  making  our  products  superior  and  to 
give  our  patrons  exactly  what  they  want  and  what  they  pay  for.  Our  Roofing  Plates  have  proven  their  worth  by  long  service. 
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